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FOREWCRD 


COMPUTERS: Electronic Fundamentals was written to provide the 
student technician with an understanding of the basic techniques used in 
complex computer systems. It is assumed that he already possesses a 
knowledge of elementary electricity and electronics. 


After an introduction in Section I, those principles of circuit theory 
most useful in computer work are reviewed in Section II. Ina similar 
manner, the fundamentals of electron tubes are covered in Section III. 


Sections IV, V, and VI consider respectively, vacuum tube amplifiers, 
some of the special éircuits used in computers, and power supply circuits. 
An introduction to the use of the oscilloscope in test procedures is contained 
in Section VII. Finally, the types and characteristics of relays are con- 
sidered in Section VIII. 


The material contained in this book is introductory to the classified 
book COMPUTERS: Basic Units. BuShips publication Navships 900,016 
provided source material for parts of this book. A bibliography of addi- 
tional reference material will be found following Section VIII. 
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SECTION | 
INTRODUCT | ON 


|. DEFINITIONS AND USES. A. COMPUTERS. (1) A computer is a me- 
chanical or electrical system--or a combination of mechanical and electri- 
cal components into a system--that is capable of performing operations 
with numbers or mathematical concepts at very high speeds. All of the 
fields of applied science, engineering, and statistical analysis face prob- 
lems the solution of which is practical only if complex computers are 
available, These problems can be solved by ordinary means, but their 
solution would require batteries of desk calculators with operators work- 
ing long periods of time--months, or even years. A computer provides the 
same solution in a matter of hours. Furthermore, it is not subject to hu- 
man error or fatigue. Its advantages, then, are those of speed and accu- j 
racy. , 


B. CLASSIFICATIONS. (1) A computer operates on numbers or numerical 
concepts. Mathematical values can be represented in two ways: first, by 
numbers themselves, ordinarily called digits; and second, by numerical 
concepts that are analogous to numbers. We therefore need two types of 
computers--one to handle numbers and another to handle number analogies. 
These two types are known as digital and analog computers respectively. 


(2) A digital computer uses discrete numerical values (numbers) and 
arithmetic-type calculations--that is, addition, subtraction, multiplication, 
and division--to solve the problems submitted to it. It is fundamentally a 
counter since the operations on numbers can all be reduced to addition 
which in turn can be reduced to counting. A large-scale digital computer 
is a machine capable not only of digital computation but also of long se- 
quences of computations in accordance with a pre-established program of 
operation. It can solve complex problems involving numerous arithmetic 
operations without the intervention of a human operator. Digital computers 
of this type are known as sequence-controlled calculators. 


(3) In an analog computer the numerical concepts of the problem are 
converted for purposes of computation into physically measurable quanti- 
ties such as lengths and rotations of shafts, linear displacements, voltages, 
and angles of displacement. Computed results are obtained by the inter- 
action of moving parts or electrical signals related in such a manner as to 
solve an equation or perform a given set of arithmetical or mathematical 
operations. Analog computers--although not, in general, so accurate as 
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digital computers--are advantageous in the solution of certain types of 
problems that are not amenable to digital expression: when the numerical 
quantities to be manipulated are continuously variable rather than discrete 
values. A desk calculator is a digital (or discrete-variable) computer; a 
slide-rule is a continuous-variable computer. In addition to the four basic 
arithmetic operations, analog computers can perform directly the opera- 
tions of differentiation, integration, and translation. 


(4) Computing machines can be divided into two additional classes ac- 
cording to the type of problems for which they are used: synthesizers and 
analyzers . Synthesizers are designed to perform large numbers of calcu- 
Tations on relatively few input data and to yield relatively few output data, 
Analyzers are just the opposite: they are statistical machines which are 
designed to perform a few--even one--calculation on a mass of input data 
and to yield various amounts of output data. The Mark [ and Mark II, 
ENIAC and EDVAC, and all general purpose computers are normally used 
as synthesizers; IBM card sorters and tabulators are examples of analyti- 
cal type computers. The former are true arithmetic-type problem-solvers; 
the latter are statistical analyzers. 


C. USES. (1) In general, computers are used to solve problems of a math- 
ematical nature whose solution is impractical by other means. The classes 
of computers is an indication of their broad fields of application; analog 
computers in problems where the values to be handled are continuously ~ 
variable, digital computers where the values are or can be made discrete 
numerical quantities. Digital computer applications can be further divided 
into the solution of problems involving synthesis or analysis. 


(2) The advent of the computer opens up fields of applied mathematical 
research that were formerly considered impossible. There existed in 
these fields certain well-known problems whose solutions were never at- 
tempted simply because there was not enough time. The method of solution 
was known. These problems are now being solved on the new high-speed 
calculators. 


(3) Specific examples of computer applications hardly need be listed; 
technical periodicals are full of both general and special purpose machines. 
It is sufficient to say that computers have become almost indispensable in 
the fields of pure mathematics, hydrodynamics, aerodynamics, ballistics, 
electrical theory, structural stress and vibrational analysis, servomechan- 
isms, automatie control systems, and statistical analysis. 


(4) The solution of the known problems does not exhaust the need for 
computers. New tools always have the effect of broadening the field of their 
application and of opening up new fields. So with computers. One of the 
merits of the field of computing devices is that it should contribute ulti- 
mately to replenishment of pure theory from which further technological 
and engineering advances can be made, 


2. PRINCIPLES OF OPERATION. A. COMPUTER ELEMENTS. (1) Figure 1 is 
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the block diagram of a digital computer. The physical connections of such 
a system are permanent and not altered for the problem to be solved. 


eeMeNT 


Figure 1. Block Diagram of a Digital Computer 


Quantities are handled in the computer as numerical values and can be car- 
ried to any required number of decimal places by building the machine large 
enough. A digital computer requires the five principal functioning elements 
or units illustrated, The computer solves mathematical, scientific, and 
engineering problems by carrying opt a series of arithmetic steps, one at 

a time. 


(2) The arithmetic ‘element can carry out the basic operations of arith- 
metic and other essential functions. Storage provides the required ''mem- 
ory" for retaining the ‘program which ZOntFels the series of numerical 
steps to be executed; it likewise provides storage for problem data and in- 
termediate partial numerical results during the process of a computation. 
The control element provides the timing signals for the entire 
computer, In operation it extracts a control order from storage and in 
response to the coded information therein accomplishes the next required 
numerical step in the computation. « 


(3) The input mechanism provides a communication means between the 
human operator and the computer. Problems in the form of initial data and 
controlling program are prepared in coded form external to the computer 
on photographic film, punched tape, punched cards, etc., and read into the 
storage element of the computer by the input mechanism. 


(4) The output from the computer may be in several forms: typewritten 
or printed for isolated results, graphical for engineering data lending itself 
to this method (usually the output of analog computers), and. digital or nu- 
merical as coded information on tape, cards, or film. This coded numeri- 
cal information can later be used by the computer itself (or by another 
computer) through its input device, or it can be decoded and typed by a 
transcribing unit. 
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B. LOGICAL DESIGN. (1) The above paragraphs name the basic physical 
elements of a digital computer and briefly describe their functions and 
methods of interaction. There yet remains to be described the ways in 
which a machine sees a number (or an order, since they are the same), and 
how it performs the basic arithmetical processes of addition, subtraction, 
multiplication, and division, The machine sees any number merely as an 
electrical pulse, or as a series of pulses. It operates on these pulses ac- 
cording to the laws built into its circuits. Its output is a series of pulses 
that are ''translated"' back into numbers. In other words, the computing 
machine is built around the logic of numbers and the laws controlling their 
operation. 


(2) A computing machine, therefore, must be built around a definite 
number system--decimal, binary, octal, or other; it must provide for means 
to represent in a discrete way all the digits of the system chosen; it must 
have built in it an electronic system that is an exact counterpart of the 
laws of addition and multiplication of the chosen system; it must be able to 
represent place value. To repeat, a computer is simply a mechanical or 
electrical model of a number system, together with input and output sys- 
tems to permit communication with its human operator, 


3. SCOPE OF BCOK. A. GENERAL. (1) Computers of all types are rather 
complex machines. They consist of thousands of individual parts, intri- 
cately interconnected and delicately balanced to achieve a desired result, 
The malfunction of a single tube can introduce error or stop the machine. 
Proper operation and maintenance require special training and special 
knowledge. 


(2) Since the field of computational equipment is relatively new and is 
rapidly expanding, there exists immediately a shortage of properly informed 
operating and maintenance personnel. For the same reasons there is a like 
shortage of the proper means of training operators and maintenance crews. 
The prime purpose, therefore, motivating the preparation of this book is to 
furnish computer personnel with sufficient information about the circuitry 
and theory of computing machines to enable them to operate and maintain 
the equipment efficiently. 


B. COMPUTERS: BASIC UNITS. (1) The second book on computer tech- 
niques ties the basic circuits discussed in this book into various larger 
functional units as incorporated in certain special equipments. 


SECTION II 
REVIEW OF CIRCUIT THEORY 


U4, INTRODUCTION. A. GENERAL. (1) In its simplest form a circuit is a 
single complete electrical path. over which conventional current can flow 
through wires and circuit elements from the positive terminal of a voltage 
source to the negative terminal of the same voltage source, As commonly 
used in electronics, however, the term is not restricted to a single electri- 
cal path; it is used, instead, to describe a group of interconnected circuit 
elements, arranged in whatever configuration functionally required, which 
performs a discrete operation on an electrical signal. There is always, no 
matter how complex the circuit, the restriction that a complete electrical 
path be formed between the positive and negative terminals of the voltage 
source, 


(2) The circuit elements most coeanta used in electrical circuits are: 
resistors (RJ, inductors (1), capacitors (C), and electrontubes (V or T). 
Detailed discussion will be limited to these four circuit elements. 


(3) In this review of circuit theory and the operation of electron tubes 
emphasis will be given to conditions of operation in which alternating cur- 
rents and voltages are used. It must be assumed, however, that the basic 
concepts of direct current theory are understood since much of the mate- 
rial presented here represents an expansion of direct-current principles 
and definitions. In addition, the laws of direct current hold in the analysis 
of varying currents and voltages when they are understood to represent re- 
lationships between instantaneous values. A brief summary of some of the 
principles and definitions of direct-current theory are therefore in order, 


(4) The following will serve as definitions of basic practical units: 


Charge (Q) A coulomb ig equivalent to the charge contained 
on 6.3 x 10!° electrons. 


Current (I) A current of one ampere is said to flow when one 
coulomb of charge passes across any cross sec- 
tion of a conductor in one second. 


1 5 Qcoulombs : (1) 
samp 0 
T seconds 


Potential (E) A volt is the difference in potential energy exist- 

Re ye ing bétween two points when one joule of work is 
done in transporting one coulomb of charge be- 
tween them, 


Ww. 
x oules 
E volts = meee (2) 
Q coulombs 
Resistance (R) An ohm is defined as the resistance of a conduc- 


tor which requires one volt difference of potential 
across it to produce a current of one ampere. 
From this statement follows Ohm's Law which, 
when applied to a single resistance, may be 


stated 
-E _ 5 
Rotime "eee or t*_ or Es IR (3) 
amps R 


6. OHM’S LAW. (1) The use of Ohm's Law may be illustrated by an analysis 
of a simple circuit. Let us assume that we have a device capable of main- 
taining a difference of potential energy across its terminals when it is fur- 
nishing no current. The difference of potential energy per coulomb of 
charge is commonly called potential difference, or more simply potential, 
Its unit is the volt as defined in the preceding paragraph. It should be no- 
ticed that the definition of potential requires that a reference point be es- 
tablished; unless otherwise specified, ground is assumed to be the reference 
point. The device that has just been described is commonly called a gener~- 
ator or voltage source, All practical voltage sources have a certain amount 
of resistance, and this ‘‘internal resistance’’ must be considered when ac- 
curate circuit analysis is to be done. An actual voltage source is, therefore, 
represented by an ideal voltage source (that is, a source whose output volt- 
age is independent of thé at drawn from it) in series with a resistance 
R,. Ifa load resistor, Ry ,48 connected across a practical voltage source, 
the resulting circuit is shown in Figure 2 (a). 


(2) Figure 2 (b) shows the potential variations around the circuit. The 
circuit is the same as that of Figure 2 (a) redrawn slightly to illustrate the 
concept of voltage drop, The negative terminal of the voltage source has 
been grounded so that we may refer to its potential as zero by definition. 

As the charge passes through the generator its potential is increased until 

it reaches E, the electromotive force of the generator. This potential is 
realized before the charge reaches the internal resistance Rg which is 
lumped separately from the generator. The voltage E represents the work 
necessary to raise the charge from ground (zero) potential. Work is also 

’ necessary to move the charge through the internal resistance R, since the 
action of a resistance is to resist the movement of the charge. The energy 
to perform this work is supplied by E, the potential of the charge as it 
leaves the generator. Energy is lost in moving the charge through the re- 
sistance, The energy lost per coulomb of charge is equal by Equation (2) to 


the voltage drop across the resistor and thus is also equal (by Ohm's Law) to 


the product of resistance in ohms and current in amperes. Thus a voltage 
drop or loss of potential equal to IR, is experienced by the charge in mov- 
ing through the internal resistance of the generator. The potential of the 
charge at point A then is E - IR, volts above point B or ground potential. 
As the charge moves through the load resistance R; it experiences a 


Levees ccentine Ses een main Sea yeeear ae 


GENERATOR LOAD . GENERATOR LOAD 
Figure 2. Diagram of Simple Generator Circuit 


further loss of potential equal to IR; volts. As the charge passes through 
point B and returns to its starting point it returns to zero potential. It can 
be seen that the total change in potential experienced by the charge is zero, 
and we can state the following circuit equations: 


E - IRg - IRL, = 0 or . t (4) 
E = I(Rg + Rz). , (5) 


C. KIRCHOFF’S LAWS. (1) In writing Equations (4) and (5) we have as- 
sumed that the currents through Ry and Ry, of Figure 2 (b) are the same. 
The first of Kirchoff's Laws of Electric Networks, based on the theory of 
the conservation of charge, bears out this assumption. It states that: 


I, The algebraic sum of all currents flowing to and“away from a 
junction is zero. : 


If we investigate the currents at point A of Figure 2 (b) we see that there 
are only two currents involved: the current through R, is flowing toward 
the junction; the current through Ry is flowing away from it. Since the 
algebraic sum of these currents must be zero by Kirchoff’s Current Law, 
the currents must be equal in magnitude. If the current through R, were 
larger than that through R], a charge would build up at point A, an impos- 
sible condition. 


(2) Either Equation (4) or (5) may be taken as an example of Kirchoff's 
Voltage Law, based on the theory of conservation of energy, which states 
that: 


II. The algebraic sum of the electromotive forces in any closed 
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circuit is equal to the algebraic sum of the voltage drops in the 
circuit. 


We have shown this to be true since the sum of the voltage drops across Rg 
and Rj, in Figure 2 (b) was demonstrated to be equal to the electromotive 
force E of the generator. 


D. SERIES CIRCUIT. (1) A group of circuit elements are said to be con- 
nected in series sif they are so arranged that all the current flowing must 
pass in succession through each of them, Such a circuit is shown in Fig- 
ure 3. It follows from Kirchoff’s Laws that the current through each ele- 
ment is the same and that the algebraic sum of the voltage drops across 


+ i 
V,2<R, 

Vtotal *TRiotal Vo* IR, 
Vg IR; 


Figure 3. Series Circuit 


each element is the same as the potential difference across the group. 


(2) It will be noted in Figure 3 that the voltage drops across resistances 
R;, R2, and R3 are all of the same sign. We know that the applied voltage 
Viota] Must equal the algebraic sum of the IR drops through the resistances. 
We can therefore state 


Vtotal = PRtotal = IR; + IR2 + IR3 (6) 
Dividing by the common factor I, we have 
Rtotal= Ri + R2+R3 (7) 


Thus we can state that the total resistance in a series circuit is the sum of 
the individual resistances, or that resistances add in series. 


E. PARALLEL CIRCUIT. (1) A group of circuit elements are said to be con- 
nected in parallel if they are so arranged that the current flowing in the cir- 
cuit divides, with part of it passing through each element, and then again 
unites. A parallel resistance circuit is shown in Figure 4. In this circuit 
the voltage across each element is the same and equal to the voltage across 


the group. By Kirchoff's Current Law the current through the group will be 
the algebraic sum of the currents through each element. 


Figure 4. Parallel Circuit 


(2) If the elements are resistances R,, R2, and Rz as shown in Figure 
4, and the combined resistance of the group is Rio¢qq, it follows that 


Se he oe a a ee (8) 
ee Ri Ke Re 


Dividing by the common factor V, we have 


ee eee ere ae (9) 


When the circuit consists of two resistances in parallel the expression for 
Rtotal may be simplified to 


a! =i 
Rtotal im isi Bos pease , (10) 
R, + R2 sum 


a relationship which is frequently used. 


(3) In analyzing parallel circuits it is frequently easier to use the con- 
cept of conductance, the reciprocal expression of resistance. Conductance 
is expressed in mhos (ohms spelled backwards), and its value is given by 


= 1 . (11) 
Rohms 


Gmhos 


It will be noted that by substituting Equation (11) in Equation (9) an expres- 
sion for total conductance can be formed: 


Gtotal = G1 + G2 + G3 (12) 


Thus we can state that the total conductance ina parallel circuit is the sum 
of the conductances or that conductances add in parallel. 


5. VARYING CURRENTS AND VOLTAGES. A. GENERAL. (1) It was stated in 
Paragraph 4A of this section that the laws of direct current held in the 
analysis of varying currents and voltages when they are understood to rep- 
resent relationships between instantaneous values. In order to make 


instantaneous values easily recognizable it is common practice to represent 
them by small or lower case letters, Thus the instantaneous value of a 
varying voltage which has a maximum value of E_,,, is represented by e, 
and the instantaneous value of a varying current which has a maximum value 


of Inax is represented by i. re 


(2) Direct currents and voltages do not vary with time so their instanta- 
neous values as a function of time are constant: 


e(t)=E ° (13) 


Alternating currents and voltages, however, vary with respect to a maxi- 
mum during any selected time interval and must be represented by a func- 
tion including time: 


e(t)= Enay f(t) _ (14) 


(3) We shall concern ourselves at present only with currents and volt- 
ages which vary periodically and whose variations are assumed to be end- 
less in time. An especially important variation of this kind is one which 
is sinusoidal. 


B. SINUSOIDAL VARIATIONS. (1) A study of sinusoidal variations is im- 
portant because it can be shown that any periodic variation can be approxi- 
mated as closely as desired by the sum of a number of sinusoidal terms. 
Thus an understanding of sinusoidal variations will aid immensely in attack- 
ing problems involving more complicated periodic patterns. 


(2) A sinusoidal variation is one expressed by a sine or cosine function 
of the following general form: 


sin 

e * © nay or (wt + 0) (15) 
cos 

Instantaneous Maximum Angular Phase 

voltage amplitude velocity angle 


The varying voltage e is given here as a function of time with 
Emax’®, and @ as parameters fixed for a given sinusoid. Emax is the 
absolute maximum amplitude the voltage may reach, since the sine or co- 
sine function may vary only between the limits + 1. -For reasons to be given 
presently, w is called the angular velocity and Ts measured in radians per 
second. The phase angle ® is determined by the arbitrary choice of a par- 
ticular time as zero reference. This initial time is frequently chosen to 


make 6 = 0. é 
C. VECTOR REPRESENTATION OF A SINUSOID. (1) A vector quantity is one 
which has both magnitude and direction. The quantity in its entirety is re- 


presented by a letter with an arrow over it (E). Its magnitude alone is 
written as the letter without the arrow (E), and the direction of the vector 
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pe 
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quantity referred to some reference direction is represented by the angle 
&, These relations may be given mathematical representation as follows: 


E=E 4A (16) 


Suppose we start a vector, whose length is proportional to E,,,,, 

rotating about a point with a constant angular velocity of w ; the tip of the 
vector will obviously generate a circle of radius E,,,,. If we project the 
tip of the vector on the vertical diameter, the projection will travel up and 
down with a motion which is a sinusoidal function of time. Such a rotating 


- vector is shown in Figure 5 (a), By transferring the motion to a time base, 


(b) 
t=0 


Figure 5. Vector Representation of a Sinusoidal Voltage 


Figure 5 (b), we are able to determine the instantaneous value of the voltage 
atany time t. In this illustration we have chosen a phase angle equal to 
zero (8 = 0) for simplicity; however, any phase angle may be represented 
merely by shifting the line for t = 0 to the left or right. The distance be- 
tween t = 0 and the start of the sine wave is the phase angle 6. The start- 
ing point of a sine wave is considered that point where the function equals 
zero and is increasing. 


(2) The frequency f of a periodic variation is the number of cycles or 
periods executed per second. Since the rotating vector must complete one 
revolution or go through 2 7 radians to generate one complete cycle, the 
frequency of.the variation in cycles per second and the angular velocity in 
radians per second of the rotating vector may be related as follows: 


a 


The period T, the number of seconds required to complete one cycle, is re- 
lated to the frequency and angular velocity as follows: 


f= _© , or w = 2af (17) 


(18) 


f= 1 or T= 
4 T 


27 
w@ 


11 


& PX 29169 


D0, ADDITION OF SINUSOIDS. (1) Sinusoids may be added in a number of 
different ways; perhaps the easiest, however, is by use of the rotating vec- 
tor concept. Suppose we have a sinusoidal voltage, Emax sin &t + 8, ), 
to which we wish to add another sinusoidal voltage, Ez a, sin @t + 9). 
The addition may be carried out graphically as shown in Figure 6 (a). It ° 
can be seen that the sum of the two vectors representing the two sinusoidal 


Figure 6. Vector Addition of Sinusoids 


voltages is a third vector, rotating at the same angular velocity w. Figure 
6 (b) shows the waveform generated by the rotating vector (E; + E2)max. 

It also shows clearly that the algebraic sum of the instantaneous voltages 
e) and e2 at any time gives the instantaneous value of the resultant voltage 
at that time. Phase relationships between the two original voltages and 
their resultant vector sum are also shown. If the vector diagram is made 
with care, voltage and phase values may be read directly. The student is 
warned that the phase relationships of Figure 6 are constant only because 
the two sine waves which were added were of the same frequency. The ro- 
tating vector concept may be used for adding sine waves of different fre- 
quency, but it must be remembered in this case that the phase relationships 
are continuously varying and that instantaneous values must be used. * 


(2) Where more accurate values are desired, they may be calculated with 
the aid of the Law of Cosines as illustrated in Figure 7, This method does 
not require the selection of a zero time. The expression for the maximum 


value of E, the resultant voltage is 


Emax 7 J(E,max)”+ (E2max)” + 2E1max=2max ¢°8 9 (19) 


iz 
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and the phase angle is given by 


- 1 E2 max sin q i 
a = tan —_--- (20) 
EI max + Ea max 


cos 8 


E,max (Sin@) 


E, max E, max (Cos 6) 


Figure 7. Trigonometric Relations in a Vector Diagram 


(3) It can be seen from the above illustration of the addition of sinusdids 
that any number of sinusoids of equal frequencies when added together pro- 
duce another sinusoid of the same frequency, Conversely, any sinusoid may 
be described as the sum of other sinusoids of the same frequency. A case 
of particular interest is one where a sinusoid of arbitrary phase and am- 
plitude is represented as the sum of two other sinusoids whose phases dif- 
fer by 90 degrees or 7 radians. Thus we may write 


C sin (wt + a}=Acinots B sinlet +2) (21) 
2 


or C sin (wt + a )=A sinwt+ Bceos wt (22) 


(4) The above paragraphs have shown several different ways of repre- 
senting sinusoids: mathematical expressions, vector diagrams, and trigo- 
nometric expressions. These various methods have been given to illustrate 
the choice we have in describing a sinusoidal variation, either a voltage or 
a current, or in fact any quantity which varies sinusoidally. The student 
may expect to find any of these representations in his technical reading; he 
should therefore understand all of the methods with the realization that they 
are merely different ways of representing the same thing. 


(5) There is yet another way, to be described in detail in later paragraphs, 
of representing sinusoidal variations. This method involves the use of com- 
plex algebra and is particularly useful in the addition of sinusoidal voltages 
and currents. Here again the addition of sinusoids whose phases differ by 
90 degrees, that is, one quarter period, is of interest. In order not to 
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confuse the student, however, the discussion of complex representation of 
sinusoids and its use in circuit analysis will be postponed until the student 
is given a clear graphical analysis of the basic circuit elements and a few 
simple circuits. 


E. DERIVATIVE OF A SINUSOID. (1) If we consider the solid curve in 
Figure 8 to represent a sinusoidal variation with respect to time we may 
study the nature of its time derivative without specifically identifying the 
function. Remembering that the slope of a function represents the rate of 
change of that function, and that the derivative of a function gives its slope, 


S-slope 


$=0 


Figure 8. Sinusoidal Curve and Curve of Its Derivative 


we may easily see thét the dotted line in Figure 8 represents the time de- 
rivative of the original sinusoidal variation. It is another sinusoid with its 


maxima and minima displaced to the left by a quarter period. That is the 


same as saying that the derivative leads the original sinusoid by a quarter 
period (90 degrees or Z radians). This is in agreement with the following 


special case of the general formula for the derivative of the sine of a func- 
tion: 


— sin et = coswt =” sin (“t + ZZ) (23) 
dt A 


Each successive differentiation advances the phase by one quarter period. 
Changes in amplitude also occur, dependent on the value of w jn this special 
case, but these do not affect the phase relationships. 


F., MAGNITUDES AND UNITS OF VARYING ELECTRICAL QUANTITIES. (1) If 
we were to deal exclusively with sinusoidal variations, the maximum ampli- 
tude value would serve as a suitable measure, For more complicated wave- 
forms it becomes necessary to define certain average and effective values. 
Current has been defined as a flow of charge; it may now be more specifi- 
cally defined as the time rate of change of charge and the instantaneous 


14 


value is given by 


d 
ia (24) 
at 


the derivative of charge with respect to time. We may then calculate the 
net transport of charge by evaluating the integral of the instantaneous cur- 
rent in the time interval t, to tp, 


2 

net transport of charge ={ i dt (25) 
t 
1 


We might then define as the average value (I,,,) of a varying electrical cur- 
rent that d-c current which would transport an équal charge during the same 
time interval, Figure 9 shows three current waveforms and their average 

values I 


avg’ 


(6) 
Figure 9. Current Waveforms and Their Average Values 


(2) Evaluation of the integral is equivalent to finding an ordinate lavg 
which completes a rectangle whose area is equal to the area under the 
curve. Since a negative current transports a charge in the opposite direc- 
tion from that of a positive current, it can be seen, as in Figure 9 (b), the 
area cut off by the average current ordinate must be equivalent to the alge- 
braic sum of the areas above and below the axis cut off by the curve. If 
this reasoning is applied to the sinusoidal curve of Figure 9 (c), the average 
current is zero. This leads to the statement that over any integral number 
of periods the average value of any sinusoid which varies symmetrically 
about zero is zero, 


(3) The value found by evaluating the time integral of the instantaneous 


current is known as the d-c corhponent or average value of the varying cur- 
rent, It is the value which would be read on a d-c meter whose mechanical 


15 


169 


RY 70 


period is much greater than the period of the current, It should not be 
assumed, however, that this d-c current would be equivalent to the vary- 
ing current for purposes other than transport of charge. Their heating 
effects ina given resistor, for instance, would be quite different. 


(4) If we are interested in the rate of energy dissipation in a resistor 
due to a sinusoidal current, we might desire to fifid a d-c current which 
would have the same effective value in producing heat. This effective value 
of current may be derived as follows: Ief¢ is defined as equal fo that value 
of d-c current which dissipates the same average power ina given resistor 
as does the a-c current. Power considerations will be discussed more 
thoroughly in the next paragraph, but for purposes of this derivation we may 


state: 


Instantaneous power ‘= i7R (26) 
| ‘4 
tT 2 
and average power over a Pavg = go at (27) 
time interval T  . 
ak, 
:2 
Therefore, by the 12 R= J gi lias t (28) 
definition eee 
a iS i 
2 
and since R is nota lore = Ze tA at (29) 
function of time + © 


Substituting i? = Ie as sin@ot = (1/2 )(1- cos2wt) and integrating 


gives: 


Imax Imax 
lost = lz" = 2 = 0.707 Imax 


Because it represents the square root of the average squared current the 
effective value is also referred to as the root-mean-square or rms value, 


It is this value which is usually meant in referring to a-c electrical quanti- 


ties, It is ordinarily written without subscript. 


(30) 


(5) We may now define a-c units and extend their application to define 
magnitudes of periodic variations which are not sinusoidal, One a-c ampere 
(effective or rms value) has been defined as that current producing the same 
heating effect in a given resistor as a current of one d-c ampere. At low 
frequencies the resistance a conductor offers to an alternating current is 
the same as that offered to a direct current. Therefore we may define an 
a-c volt in the following manner. An a-c volt (effective or rms value) is 
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Imax=max 


defined as that periodic voltage which will maintain an effective a-c cur- 
rent of one ampere through one ohm of resistance. This definition insures 
that Ohm’s Law can be applied to calculate a-c current-voltage relations 
in a purely resistive circuit exactly as in a corresponding d-c circuit. 


(6) The same relations exist between maximum and effective values 
when the voltages are sinusoidal; that is 


re Emax ~ Emax 
eff {2 1.41 


Since the maximum and effective values for either currents or voltages 


differ by a constant. Ohm's Law may be used equally well with either 
value, but not of course with a mixture. Thus 


= 0.707 E;nax (31) 


Fert = leppR OF Emax = lmaxR (32) 


G. POWER. (1) The student should remember from direct current theory 
the following formulas which give power in watts: 


. BA 
P= PR=IE= 5 (33) 


If we again use instantaneous values we may apply these formulas to the 
calculation of power in circuits using varying currents and voltages. The 
power so calculated is called the instantaneous power and is a function of 
time. 


(2) If an impressed voltage e = E,,qxsinw t sends a current of i = Imax 
sin (wt - ¢ ) through a circuit element, then 


~ 


p = ie = ImaxEmaxsinet sin ( ot - ¢) (34) 


where ¢ represents the phase angle by which (in this case) the current 
lags the voltage. By use of a trigonometric identity for the product of two 
sinusoids we may express this as 


i E 


p= —— [cos 7) - cos (2t - e)| (35) 


Since ¢ is a constant, the power developed consists of a constant term 
cos ¢ anda sinusoidally varying term. The varying term has 


2 
twice the frequency of the voltage or current, and refers to the rate of stor- 
age in or release of energy from the circuit element. It has been stated 
that the average value of a sinusoid which varies about zero is zero; there- 
fore the steady or average power dissipated by the element is merely the 
constant term: -— 
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I nax™ max hoax max 
P = cos¢ = cos ¢ = IE cos ¢ (36) 


avg — 2 e f2 


where I and EF are effective values. 


(3) These relations are illustrated in Figure 10, The current and volt- 
age variations with respect to time are shown in solid lines; the correspond- 
ing variations of instantaneous power are shown in dotted lines. The power 
curve is obtained by multiplying the ordinates of the i and e curves. In Fig- 
ure 10 (a) the phase difference between the current and voltage is 90 de- 


$= + Pyygro P= + Payg AS INDICATED 


Figure 10. Instantaneous and Average Power Relationships 


grees. It can be seen that the average of the instantaneous power curve is 
zero -- that is, the circuit does not dissipate power; instead it stores power 
during the positive half of the power cycle and then releases it to the cir- 
cuit during the negative half. This storing and releasing of power will occur 
whether the current leads or lags the voltage so long as the phase difference 
is 90 degrees. In Figure 10 (b) the phase difference has been reduced to 60 
degrees. The curve of the instantaneous power remains the same in form 
but is shifted upward by an amount Payg which is the steady component of 
power given by Equation (36). It can be seen from an examination of Figure 
10 and Equation (36) that maximum average power will be developed when 
the phase difference ¢ becomes zero -- that is,.when the current and volt- 
age are in phase, and cos ¢ becomes unity. 


(4) The phase difference ¢ provides us with a handy measure of the abil- 
ity of a circuit to deliver power. Its cosine, in fact, is equivalent to the ra- 
tio of delivered power (IE cos ¢ ) to the apparent power (IE) which in power 
engineering is defined as power factor. The power factor (cos ¢ ) varies 
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from unity to zero as the phase difference between the current and the volt- 
age varies from 0 degrees to 90 degrees. As can be seen from Equation 
(36) the average power also varies, from a maximum to zero, during this 
same period. 


(5) That the expression Pavg = 1 effR is correct can be demonstrated by 
assuming a current i = 1,,,,sin wt and plotting the result. This is done in 


Figure 11, The solid line represents the current and the dotted line the cur- 
rent squared. 


Figure 11. Sinusoidal Current and Its Square 


Substitution gives the double frequency power curve we expect. 


6. IDEAL CIRCUIT ELEMENTS IN A-C THEORY. A. GENERAL. (1) Now 

that we have a-basic understanding of sinusoidal variations, let us investi- 
gate the application of sinusoidal voltages and currents to the basic circuit 
elements. For simplicity of explanation we will use ideal circuit elements -- 
that is, pure resistances, capacitances, and inductances, Even the best 
capacitors have some leakage resistance, and inductors, wound with wire, 

of course have the resistance of the wire. Circuit analysis may be carried 
out on the basis of ideal circuit elements, however, since the miscellaneous 


' resistances can be lumped into one equivalent pure resistance. 


B. APPLY A SINUSOID TO A PURE RESISTANCE. (1) Assume that we have 
a generator applying a sinusoidal voltage to a pure resistance R as shown in 
Figure 12 (a). Plus and minus signs have been indicated in Figure 12 (a). 

It should be noted that these are in relation to conventional current which 
flows from plus to minus during a voltage drop and from minus to plus dur- 
ing a voltage rise. 


We wish to solve for the current through the resistor. 


Given: e = Emax cos (w t + 0) (37) 
By Ohm's Law iz ~ (38) 


and by Kirchoff's 
Voltage Law vze (39) 
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os (# t+ 8 
therefore is cae sit ) (40) 


(a) (6) (c) 
Figure 12. Sinusoid Applied to a Pure Resistance 
¢ 
The instantaneous current is in phase with the applied emf. If we set 
E os (*” t+ 86 | 
i= Lnax co8 (wo t + 6’).= max 68 ( ) (41) 
R 
and remember that 6 = 6’ since the current and voltage are in phase, we 
may reduce E.quation (40) to the familiar form 
E E 
_ max . ef 
Imax = R or lerg = DR (42) 
(2) Since the current and voltage are in phase, the phase difference 
is zero, cos ¢ is unity, and the average power developed is 
Payg = IE (43) 


where I and E are effective values. Thus a pure resistance may be called 
a dissipative element since it does not conserve energy. 


(3) Figure 12 (b) shows the waveforms and relationships of the instan- 
taneous voltage and current with respect to a time base. Figure 12 (c) pre- 
sents a vector diagram which clearly shows the phase relationship and 
gives the maximum values of the current and voltage. 


Cc. APPLY A SINUSOID TOC A PURE INDUCTANCE. (1) Assume that we have 
a generator applying a sinusoidal voltage to a pure inductance Las shown 
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in Figure 13 (a). 


ee 


Emax 


) 
\ 
. =(Z-@) 
\ 2 
4 
Imax 
(c) 


Figure 13. Sinusoid Applied to a Pure Inductance 


Again we wish to solve for the current. It can be shown that a current 
flowing through an inductance creates a back emf (ep) which is equal and 
opposite to the impressed voltage which creates the current and to the volt- 
age drop across the inductance. It can also be shown that the back emf is 
proportional to the time rate of change of current through the inductance -- 
that is, to the derivative of the current with respect to time. 


Given: e- Emax cos ( WwW t + 6) (44) 
di 

@ =@€p=v=L 45 

B a (45) 

Combining (44) and (45) Emax CoS (#t+ @)=L a (46) 

1 
Integrating both sides _MaX sin(w t+ @)s Li (47) 
(23) 

" 7 

* and {=ai—— cos (2 t+ 6 -—) (48) 
wo I 2 


The instantaneous current lags 90 degrees behind the applied emf. If we 
set 


i = Tmax co8( wt + 9-7) (49) 


we may reduce Equation (48) to 
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E E 
a oF lore = eff (50) 
wo L oL 


Imax = 


(2) Since the current and voltage arg 90 degrees out of phase, the cosine 
of the phase difference is zero and the average power developed is 


P = 0 ‘ (51) 


However, the instantaneous power, which is the product of the instantaneous 
current and voltage, may be negative since i and e may be of opposite sign. 
This means that the magnetic field of the inductance is collapsing,and the 
element is delivering power to the circuit, Since the average power is zero, 
a pure inductance maybe called a conservative element -- that is, an ele- 
ment which does not dissipate power. 


(3) Figures 13 (b) and (c) show the waveforms and phase relationships of 
the instantaneous voltage and current, and also give their maximum values. 
Notice particularly that the current through an inductance lags 90 degrees 
behind the voltage drop across the inductance. 


‘y It should be noted that there is a similarity between Equations (42) 
and (50) which equate the current to the voltage divided by a term dependent 
on the circuit element. In Equation (42) the term was a constant, the resist- 
ance in ohms ofa resistor. In Equation (50) we find a variable term which 
is the product of the angular velocity and the inductance in henrys of an in- 
ductor. This term is called the reactance of the inductance and is denoted 
by X;,. Thus ee 


Xy, = WL, (52) 


In order to be consistent in our use of units -- amps equal volts per ohm,-- 
we give the unit ohms to inductive reactance. 


D. APPLY A SINUSOID TO A PURE CAPACITANCE. (1) Assume that we have 
a generator applying a sinusoidal voltage to a pure capacitance C as shown 
in Figure 14 (a). Once again we wish to solve for the current. It can be 
shown that the voltage built up across a capacitor is proportional to the 
charge stored on its plates. We have stated that current is equal to the time 
derivative of charge; conversely, charge is equal to the time integral of cur- 
rent. 


Given: e = Emax cos(wt + @) (53) 
e=v= aside (54) 
Combining (53) and (54) Emax cos(ot + 6) =) sidt (55) 
Cc 
22 


ow Differentiating both sides -Emax® Sin(wt + @) = = (56) 
and i= -wlEmax cos(ot + 0 - > ) (57) 
or: i=®C Emax cos(+t + tte) (58) 


The instantaneous current leads the applied emf by 90 degrees. If we set 


i= Imax cos(ot + 0 +5) (59) 


we may reduce Equation (57) to 


Imax = Emax®%© OF legs = Eeggo © (60) 
(2) Since the current and voltage are 90 degrees out of phase, the cosine 

Vy) of the phase difference ~ is zero and the average power developed is 
Pavg = 0 (61) 


The instantaneous power, however, may be negative since i and e may be of 
opposite sign. This means that the capacitor is discharging and is deliver- 


ona ing power to the circuit. Since the average power is zero, a pure capacitance 
like a pure inductance may be called a conservative element -- that is, an 
element which does not dissipate power. 
(3) Figures 14 (b) and (c) show the waveforms and phase relationships 
E max 
e+Z 
8 
o 
4 
*(6) (c) 
5 Figure 14. Sinusoid Applied to a Pure Capacitance 
—_ 
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of the instantaneous voltage and current, and also give their maximum 
values. Notice particularly that in the case of a capacitor the current leads 
the voltage by 90 degrees. 


(4) Again a similarity may be noticed between Equation (60) and the 
statement of Ohm's Law given in Equation (42), This time the variable term 
is the product of the angular velocity and the capacitance in far@&ds of the 
capacitor. We define a term called the reactance of the capacitor Xc as 


follows: 
1 


“Or ie 


Again, in order to be consistent in our use of units, we use ohms as the unit 


of capacitive reactance. 


E. APPLY A SINUSOID TO A SERIES RLC CIRCUIT. 


(62) 


(1) Assume that we 


have a generator applying a sinusoidal voltage to a pure resistance, induct- 
ance. and capacitance connected in series as shown in Figure 15 (a). Volt- 
age and current relations derived from preceding paragraphs are shown 


). 


in Figure 15 (b 


Figure 15. 


Sinusoid Applied to a Series RLC Circuit 


(2) The current through the entire circuit is the same as that through 
any element and is of the same form as the applied voltage, e. 
ing this and using Kirchoff’s Voltage Law, we may equate the applied volt- 
age to the sum of the voltage drops across the three elements. 


Given 


Assume 


e = Emax cos(at 2» 6) 


di 1 
Ri+ L—+ — fidt 
ss ‘dt cs 


i * Lone cos(wt + @) 


Remember- 


(63) 
(64) 


(65) 
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then differentiating both di ; : 
side of (65): a -Imaxwsin(wt + 9’) (66) 


and integrating both 


sides of (65): J idt = = sin(wt + 6") (67) 


Substituting (63), (65), (66), and (67) into (64): 


1 
Emax C08(wt + @) = Koa cos(wt + 8’) - WL- ee sin( ct x) (68) 


(3) We recognize the coefficient of the sine term in Equation (68) as the 
difference of inductive and capacitative reactances. Let us then define an 
over-all reactance X as follows: 


X= XL-XeseL-—— (69) 


Substituting in (68) 


Emax costot + 6) = Lnax [R cos(wt + 8") - X sin(wt + 0°)| (70) 
Now let us define two new functions, Z and ® , such that: 
to 18 oe P (71) 
o = tan me ee. (72) 
R 


Then Z,¢, X, and R must be related as shown in Figure 16. From this 
we may write 


R= Z cos ¢ (73) 
X= Z sin ¢ (74) 
Substituting in Equation (70) 


Emax CO8@t + ®) = Lnax Z [cos ¢ cos(wt + @)- sin? sinfwt + @")| 
(75) 


which may be reduced by trigonometric identity to 


E cos(wt + ®) = lia, Z cost + + -) (76) 


max 
Here again we have an expression which reminds us of Ohm's Law. Let us 
call Z the impedance of the circuit. Figure 16 then becomes an impedance 
diagram. Tf we use ohms as the unit for the impedance z (vector quantity ) 
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we may write 


a Emax = Imax Z (77) 


and 6’'=6-¢ (78) 


Thus giving us a general expres- 
sion of Ohm’s Law, the direct cur- 
rent application of which is merely 
a special case in which the react- 
ance is zero. . 


R 
Figure 16. Impedance Diagram 


(3) Figure 17 is a vector diagram of a general RLC circuit. It can be 
seen that the impedance is effectively an operator which multiplies the max- 


Emax> Imax Z 


Vy max =I maxX 


Vg max* Imax X¢ 


Figure 17. Vector Diagram of a Series RLC Circuit 


imum current by | R2 + X@ and rotates it through an angle 4. The angle ¢ 
is the same phase difference we found in discussing average power, and cos 
d is the power factor of the circuit. Notice that in order to describe Emax 
completely both its magnitude and phase angle must be given. 


F, APPLY A SINUSOID TO A PARALLEL GCL CIRCUIT. (1) Assume that we 
have a generator applying a sinusoidal current to a pure conductance, 
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capacitance, and inductance connected in parallel as shown in Figure 18 
(a). Voltage and current relations derived from preceding paragraphs 


‘(a) i (b) 


Figure 18. Sinusoid Applied to a Parallel GCL Circuit 


are shown in Figure 18 (b). 

(2) The voltage across the entire circuit is the same as that across any 
element and is of the same form. Remembering this and using Kirchoff's 
Current Law we may equate the applied current to the sum of the currents 
in the three elements derived from Equations (38), (45), and (54). 


Given: i = Imax cos(#t + 6) (79) 
dv 1 
i= Gv + C—+ —fvdt 80 
Le aay om 
Assume v = Vmax cost + 6’) (81) 
dv 
from which at 7 ~Vmax®sin(ot + 6°) (82) 
and J sae G “max sin(.,t + 0") (83) 


Substituting in (80) 


Imax cost + 6) = Vinay E cos(wt + 6') - (Cw - nas sin(wt + * 
. L 
84) 


72) 


(3) We recognize the coefficient of the sine term in Equation (84) as the 
difference between the reciprocals of capacitative and inductive reactances. 
Let us then define an over-all term B, called susceptance, as follows; 
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B=-B8B -B Pe ares cr ae 85 
Cc L Xo Xy " Lw i 

Substituting in (84) 
Imax CO8(wt + 8) = Wisin ttt cos(wt + 6) - B sin(at + e')| (86) 


Now let us define two new functions, Y and Y¥ , such that 


Jo? + BA . (87) 


tan™1 B 
G 


LY 


i 


Then Y, ¥, B, and G must be related as shown in Figure 19. From this 
we may write 


G 


Y cos ¥ (88) 
. B=°Y sin ¥ . (89) 


Substituting in Equation (86) and 
reducing by trigonometric identity 
as we did with Equation (75) we 

G arrive at an expression describing 
the circuit as follows: 


Figure 19. Admittance Diagram 


Imax cos, t + 8) = Vmax Y cos(at + 0° - wy) (90) 


The vector quantity ¥ is called admittance. Figure 19 then becomes an 
admittance diagram. If we use mhos as the unit for the admittance Y we 
may write 


Imax = Emax Y (91) 
and @'=6- y (92) 


thus giving us a general expression of Ohm's Law rewritten to apply to 
parallel circuits. By comparing Equations (77) and (91) it can be seen that 
the impedance Z and the admittance Y of a circuit are reciprocal to each 
other, that is : 


Z= (93) 


dt j= 


(3) Figure 20 is an admittance diagram of a general GCL circuit. As 
with impedance it can be seen that admittance is effectively an operator 
which multiplies the maximum voltage by (G2 + B2’and rotates it through 
an angle ¥ , which is equal to ~? because of the reciprocity between Y and 
Z. The cosine of either angle then gives the power factor of the circuit. 


i 


=V B =V 
Cmax max C ae ee max 


Ts wax ~ Vwi BL 


Figure 20. Vector Diagram of a Parallel QL Circuit 


7. COMPLEX REPRESENTATION. A. GENERAL. (1) It is our intention to 
demonstrate the application of complex representation to circuit analysis 
and show its practicability and usefulness rather than to discuss the theory 
of complex algebra to any great extent. The student is referred to any 
standard textbook on the subject lor a detailed exposition of the theory of 
complex algebra; in this discussion it will be assumed either that the theory 
is understood or that the principles given will be accepted without rigorous 
mathematical justification. 


(2) Complex algebra is little more than a more convenient method of 
manipulating vector quantities; in general, the use of complex algebra | in cir- 
cuit analysis requires no new concepts. The point to be emphasized is that 
the prime concept is the vector and that complex algebra is just a system 
for using that concept with a minimum of effort. 


5B. THE OPERATOR. J. (1) Basic to complex representation is the complex 
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operator (j) which is defined as follows: 


js {1 (94) 


It should be remembered from mathematics that this is an imaginary num- 
ber. In order to plot vectors described with the help of the complex opera- 
tor we must put our coordinates, either Cartesian or polar, into a complex 
plane wherein the axis ordinarily labeled ''X" is called the ''real axis" (ab- 
breviated Re) and that normally labeled 'Y" is instead called the "imagi- 
nary axis'' (abbreviated Im). Such a coordinate system is shown in Figure 
21, and the plane in which they lie is called the complex plane. 


Im 


Figure 21. The Complex Plane 


(2) We have said that j is a complex operator; specifically j produces 
a 90° counterclockwise rotation of any vector to which it is applied as a 
multiplying factor. Consider the vector K lying along the positive real 
axis of Figure 21; if we multiply it by the operator j, we get a new vector 
jA lying along the positive imaginary axis Similarly, multiplication of jA 
by j gives 


jjA = j2A =(J-1)2A = -A (95) 


which is a vector of length <A lying along the negative real axis. The re- 
sult of further applications of j| may be determined in the same manner, 


C. RECTANGULAR REPRESENTATION OF A VECTOR. (1) Any vector starting 
from the origin of the complex plane may be completely described by speci- 
fying its real and imaginary components. For example the vector Bin Fig- 
ure 22 may be represented by (a + jb) where a and b are scalar quantities. 
It is evident that 


a= B cos 8 (96) 
b= B sin®. (97) 
Since B=at+ jb (98) 
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it is evident that 
B= B (cos 0+ j sin @) 


{a2 + b@ (cos 8 + j sin @) 


where 


Figure 22. Vector Representation 


Db. POLAR REPRESENTATICN OF A VECTOR. (1) Euler's equation in math- 


ematics tells us that 


+je 


cos 8+ j sin ® =e 


(102) 


where € is the base of the Napierian system of logarithms and the angle 6 
must be expressed in radians. In view of this we can rewrite Equation (99) 


as 
B= B « J8 


(103) 


which is known as the polar representation of the vector B and is commonly 


written as 


B= B fe 


°° 


(104) 


The right side of Equation (104) is read as "the magnitude of vector B at an 
angle 6"'. The various methods for writing a vector are summarized in 


Equation (105). 


Bxa+ fo B (cos 6+ fein’) = B ©: w/e 


(105) 


E. MATHEMATICAL PROCESSES WITH VECTORS. (1) Addition and subtrac- 


tion of complex numbers is done using the rectangular form: 


(a + jb) t (c + jd) =atect+j(bid). 


(106) 
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(2) Multiplication of complex numbers may be performed in either rec- 
tangular or polar form: 


(a + jb)(c + jd) = (ac - bd) + j (ad + be) (107) 
(A/e)(B /¢) = AB/@+¢ (108) 


(3) Complex numbers may be divided in rectangular form by rationali- 
zation: 


at jb (a+ jb)(c - jd) _ (ac + bd) + j (be - ad) (109) 
ct+jd (ce + jd)(c - jd) ce + d2 


It is generally easier, however, to perform division in the polar form, even 
if one must transform from rectangular to polar form and back again, 


ad A 
ae -o 
B ot 210) 


F. COMPLEX FORM OF IMPEDANCE. (1) In Paragraph 6E(3) we have defined 
impedance, Z, as having a magnitude 


Z= J|R%+x¢ (111) 


and an angle 


@ =tan7] X (112) 
R 


From the previous discussion of complex numbers it is evident that we may 
write 


Z=R+t jxX (113) 
or more generally 
Z=R+j(Xzi - Xc) (114) 


C. CIRCUIT ANALYSIS USING COMPLEX REPRESENTATION. (1) It has been 
shown in Paragraph 6 of this section that currents and voltages in an a-c 
circuit may conveniently be represented as vectors. Complex numbers 
enable us to handle these vectors with a minimum of effort. In particular, 
the complex form of impedance properly relates vector voltages and cur- 
rents to one another. If a vector current I = 1 /@ flows through the complex 
impedance Z= Z/% the voltage across the impedance is 


E=IzZ=Iz/o+?., (115) 


This is the most general form of Ohm's Law since Z represents both the 
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magnitude and phase angle of any single circuit element or any combination 
of elements. Other forms in which Equation (115) may be written are 


&B=Y(R+jX)=T|R+j@L- —1.)| (116) 
we 
(2) Unless otherwise mentioned, effective values of E and Tare used in 


Equations (115) and (116), and it should be remembered that these do not 
vary with time. 


(3) As an example of the use of complex notation in circuit analysis, let 


us find the current in the circuit of Figure 23 when a 60 cycle sinusoidal 
voltage of 100 effective volts is applied. 


R=40 OHMS 
E= 100+ jO L=0.133 HENRY 


C = 133 pf 
Figure 23. Series RIC Circuit 
X, =wL =énfL=27 (60)(0.133) = 50 ohms 


1 


ssi Ranemetines ae an =? a Se = 20 oh 
aG 2m (27)(60)(133 x 10-6) iia 


XC = 


Therefore 
Z=R+j(XL - Xc) = 40 + j30 ohms 
= 100 + j0 100 9° 
40+ j30 50 26.9° 
/-36.9° amperes (effective) 


~ nije 


This indicates that the current waveform lags 36.9° behind the voltage 


waveform. With the current known, it is a simple matter to determine the 
voltage across each of the circuit elements. 


ER = IR = (2 £36.9°)(40 (0°) = 80 436.9° volts 


33 


es = IjXz, = (2 436.9°)(50 /90°) = 100 /54.1° volts 
= 1jXc = (2 436.9°)(20 /-90°) = 40 /-126.9° volts 


We can check our calculations by transforming the polar expression for ER, 
L, and Ec to the rectangular form and adding them. The result should be 
100 + j0, which is the generator voltage. 


ER = 64.0 - j48.0 

EL = 60.0 + j80.0 

~ 724.0 - 432.0 
100 + jo 


This result checks the preceding calculations. 


(4) The vector diagram of the problem just solved is shown in Figure 24. 
It should be. remembered that the angular relationship between the various 
circuit vectors and the axes depends in this case only on the choice of phase 
angle for the generator a E. If we had assumed that the generator 


Im 


Figure 24. Vector Diagram of Circuit of Figure 23 


voltage was E = 100 /36.9°, the entire vector diagram would have been ro- 
tated counterclockwise by 36. 9°, but the relationship among the various 
vectors would be unchanged. 
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&. TRANSIENTS. A. GENERAL. (1) The discussion of circuit theory given 
thus far in this section has been concerned with voltages and currents of 
two types; (a) constant (i.e. d-c), or (b) recurring, periodic functions of 
time. Both of these types exist in a network only under so-called steady - 
state conditions. Before a circuit can arrive at a steady state condition of 
operation it must pass through a transitional period during which the volt-~ 
ages and currents are changin} to their new values and so are not periodic 
functions. These non-periodic and non-recurrent variations of voltage and 
current are called transients. . 


(2) Many practical circuits in electronic computers are operated con- 
tinuously under transient conditions; their voltages and currents are con- 
stantly changing in an erratic manner, Some of the many specialized cir- 
cuits whose operation is essentially transient in nature will be described in 
Section V, and the present paragraph will consider some of the more basic 
theory. 


6B. THE SERIES R-L CIRCUIT. (1) Figure 25 shows a resistance and in- 
ductance in series with a d-c voltage source and switch. The R-L branch is 
suddenly energized when the switch is closed. Kirchoff's Voltage Law tells 
us that 


Figure 25. The R-L Circuit 


. di 
Es +L 117 
Ri dt ( ) 


which is a simple differential equation. If the switch was closed at time 
t = 0 and if the current was zero at that instant, then the solution of Equation 
(117) is 


- 


;2B.E , -(R/L)t (118) 
R R 


(2) The right hand side of this equation is made up of two parts: the 
first, E/R, is the steady state term and the second is the transient term. 
When the switch is closed at t = 0, the transient term is equal to E soi = 0, 


As the time, t, increases from zero, the transient term gets smaller and 
approaches zero; the current thus approaches the steady state value of E/R. 


(3) A plot of the instantaneous current, i, as given by Equation (118) is 
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shown in Figure 26. The time in which the current would reach its final 


TIME 


Figure 26.. Rise of Current in The R-L Circuit 


value, E if it continued to build up at its initial rate is known as the time 


constant and is equal to L/R seconds. In this interval of time the current 
actually reaches 63.2 percent of its final value. 


(4) Since the voltage across R in Figure 25 is equal to iR, its waveform 
will be the same as that of i. Also after the switch is closed at t = 0, 


Ep + Ey = E = constant (119) 


which means that Ey], must decrease as Ep increases. At the instant of 
switch closure, therefore, a voltage E exists across L, but this voltage decays 
and becomes zero under steady-state conditions. 


C. THE SERIES R-C CIRCUIT, (1) Undoubtedly the most common circuit 
used to produce transients is the simple series resistor-capacitor combina - 
tion shown im Figure 27, Its equation is — 


: 1 
E = += fidt 120 
iR G f ( ) 


” 


and the solution of this if the charge on C is zero and if t = 0 at the instant 
the switch is closed is 


~(1/RC)t (121) 


é 


i Big 
= a 


The solution in this case has a transient term but no steady state term. 
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(2) The manner in which i varies with time is shown graphically in Fig- 
ure 27. The current jumps from zero to i = E at the instant the switch is 


closed, but immediately begins to decay as Piva builds up on the capacitor. 


TIME 


t=O t=RC 


Figure 27 Decay of Current in the R-C Circuit 


The time constant in this case is t = RC seconds at which time the current . 
has dropped to 36.8 percent of its initial value. 


BD. UNIVERSAL TiME CONSTANT CHART. (1) The Universal Time Constant 
Chart shown in Figure 2 8is an accurate graph of the voltage or current rise 
or fall in an R-Lor R-C circuif. The time scale is graduated in terms of 
RC and L/R so that the curves may be applied to any practical case. 


(2) Example of chart use; A circuit is required in which a capacitor 
must charge to one-fifth of the charging voltage in 100 microseconds. The re- 
sistance used is 20,000 ohms as dictated by other factors. What size of capa~- 
citor is needed? Solution: Curve A shows that it requires 0.22 RC seconds 
for a capacitor to charge to one-fifth (20 percent) of its final voltage. Since 
this must also happen in 100 microseconds, we have 


0.22 RC = 100 x 1076 


20,000 ohms 


3% 


100 x 1076 


Gs 
oo (0.22)(20,000) 


0.0227 microfarads 


In an actual circuit, a 0.02 uf capacitor would be used unless special pre- 
cision was required. 
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Figure 28. Universal Time Constant Chart for R-C and R-L Circuits 


E. RESPONSE OF R-C CIRCUITS TO SQUARE WAVE VOLTAGES. (1) R-C 
circuits with various time constants are widely used in electronic applica- 
tions. The capacitance may be either that of an actual component, or it may 
be distributed capacitance between wires, other component parts, the 
chassis, etc. R-L circuits find fewer practical applications than do R-C cir- 
cuits because of the greater bulk and weight of inductances. The basic prin- 
ciples of R-C circuits have just been discussed, but further insight may be 
gained by examining their operation when excited by a square wave voltage. 


(2) Figure 29(A) shows an R-C circuit excited by a square wave generator. 


In practice, this generator would be electronic (such generators will be dis - 
cussed in Section V), but for the present discussion it might just as well be 
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Waveforms in an R-C Circuit with Square have Excitation 
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a battery which is alternately applied to and removed from the circuit after 
equal time intervals. The generator voltage waveform is shown in Figure 
29(B). In(C), (D), and (E) of Figure 29 the voltage waveforms across the 
capacitance and resistance are shown for various values of the RC time con- 
stant relative to the half-period, T, of the generator voltage. 


(3) When RC is small relative to T (Figure 29C)) and the output is taken 
from the resistor, we have what is known as a differentiating or peaking cir~- 
cuit which produces a sharp pulse of voltage each time the generator voltage 
changes. The Ec waveform of Figure 29(C) also shows the rounding of a 
pulse wavefront which in many circuits is unwanted but occurs because the 
capacity is of the stray interwiring type. 


(4) When RC is equal to or greater than about unity and the output is 
taken from the capacitor, we have an integrating or smoothing circuit. The Eo 
waveform of Figure 29(E) shows this to a small extent. For much larger 
values of RC, Ec will remain practically constant. This form of network is 
much used for filtering and decoupling. 
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SECTION HI 
ELECTRON TUBE FUNDAMENTALS 


9. INTRODUCTION. A. GENERAL. (1) Anelectron tube may be defined as 
a device in which electronic conduction takes place in an evacuated enclos- 
ure. Two basic classifications may be drawn up. High vacuum tubes are 
those in which the gas pressure is reduced to the point where the remaining 
gas molecules have no appreciable effect on the tube operation, The second 
class, gaseous tubes, includes those tubes in which the gas molecules do 
have a definite effect upon the characteristics of the tube. The following 
paragraphs will review the fundamentals of electron tubes. 


1G. HIGH VACUUM TUBES. A. DIODES. (1) The diode is the simplest of ¢ 
vacuum tubes and contains two electrodes: a source of electrons which may 
be a filament or indirectly heated cathode, and an electron collector known 
as the anode or plate. 


(2) Electrons emitted from a heated cathode do not pass instantaneously 
to the plate, and these electrons in transit cause the region between cathode 
and plate to have a net negative volume charge density called space charge. 
The space charge normally repels some of the electrons emitted by the ca-~ 
thode and causes them to return to the surface of the cathode. The diode cur- 
rent is then said to be space-charge limited. If the plate voltage of the diode 
is increased, the plate current increases until the plate collects the electrons 
as fast as they are emitted from the cathode. The diode has then become 
emission limited. In an ideal diode, further increases in plate voltage result 
in no increase in plate current unless the cathode temperature is raised. 
Although practical diodes do not behave precisely in this manner, the dif- 
ference is usually small and the factors involved are beyond the scope of 
this review. Figure 30 shows the dependence of plate current upon plate 
voltage in an ideal diode. Diodes are normally operated in the space charge 
limited portion of the curve. 


B. TRIODES. (1) The triode is made by inserting a wire mesh or grid be- 
tween the cathode and anode of a diode. A connection to the grid is brought 
outside the tube. The cathode is ordinarily placed at the center of the tube 
with the grid and plate concentric around it. 
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Figure 30. Diode Characteristic 


(2) The primary purpose of the grid in a triode is to control the flow of 
current between plate and cathode. It is usually desirable to do this with- 
out either impeding the electron flow mechanically or having any electrons 
flow to or from the grid. The first condition is approached by making the 
grid of fine wiré with relatively large openings. The condition of no grid 
current is advantageous since it means that no power is required to operate 
the grid. Electron flow from the cathode to the grid is prevented by giving 
the latter a negative potential with respect to the former, and electron flow 
from the grid is madé negligible by keeping its temperature low. 


(3) The presence of a grid with no applied voltage will cause negligible 
effect on the operation of a triode; it will operate as a diode. The applica- 
tion of a negative voltage to the grid with respect to the cathode will, how- 
ever, cause the grid to repel electrons emitted from the cathode and thus 
reduce the plate current. If the grid is made sufficiently negative, no elec- 
trons emitted by the cathode will have velocity great enough to pass the po- 
tential barrier of the grid, and the plate current will fall to zero. The nega~ 
tive grid voltage of least magnitude which will cut off the plate current is 
called the cut-off grid voltage. Its value depends upon the plate voltage used. 


(4) The characteristics of vacuum tubes with cathode, grid, and plate 
electrodes involve the relationships between grid voltage (e,), plate volt- 
age (e,,) and grid current (ip). Although these relationships cannot be ex- 
pressed in any exact mathematical form simple enough to be useful, it is a 
relatively easy matter to take experimental data on an actual tube and de- 
termine the way that plate current acts as a function of grid and plate volt- 
ages. Figure 31 shows the result of such an experiment; the plate char- 
acteristics of a typical triode. ‘ 


(5) In connection with the characteristics of a triode, we may define 
three quantities called coefficients which are important both in the analysis 
of vacuum tube circuits and as rough figures of merit for the performance 
of a given tube. First is the amplification factor which is defined as 
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Ae 
Ha- bp (ip constant) (122) 
Ae, 
Ld 
It is the ratio of a small change in plate voltage to the corresponding change 
in grid voltage needed to keep the plate current constant. Second is the 
dynamic or a-c plate resistance: 


A 
rp (in ohms) => (ee constant) (123) 


This is the resistance offered to a small change in plate current. Finally, 
the grid-plate or mutual transconductance is 


m (in mhos) ok (e, constant) (124) 
c 


None of. the coefficients, or ''constants'' as they are sometimes called, is 
really constant. Each of the coefficients may be obtained from the charac- 
teristic curves of a given tube, and since these are not linear and equidis-~- 
tant for equal increments of the parameter, the coefficients cannot be con- 

stant. Published values of the coefficients are the values that exist in that 
region of the characteristics where they are nearly linear. 


(6) The coefficients depend fundamentally on the tube structure and are 
related by the following expression: 
H=gyr p (125) 
Obviously, the values used in this equation must all be for the same point on 
the characteristic curves. 


(7) The tube coefficients are applicable to tubes other than triodes if the 
voltages applied to additional electrodes are held constant. 
C. TETRODES. (1) Tetrodes have a second grid called the screen grid 
which is inserted between the control grid and the plate. 


(2) Triodes are at a disadvantage for amplification at the higher frequen- 
cies because the capacitance between grid and plate may lead to oscillation. 
The screen grid shields the grid from the plate and is generally givena 
positive potential somewhat lower than the plate. This results in some screen 
current which generally serves no useful purpose. 


(3) Tetrodes have high plate resistance and amplification factors. By 
proper design the transconductance can also be made high. Plate voltages 
lower than the screen voltage produce secondary emission from the plate 
and a negative plate resistance. This is undesirable in normal operation. 
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D. PENTODES. (1) Pentodes are similar to tetrodes with the addition of 
a suppressor grid between screen prid and plate. 


(2) The suppressor grid is usually operated at cathode potential and thus 
tends to force secondary electrons back to the plate. This eliminates the 
negative resistance region of the tetrode. 


(3) Pentodes have high values of amplification factor, plate resistance, 


and transconductances. 


—. BEAM POWER TUBES. (1) A special type of tetrode which functions in 
the manner of a power pentode is called a beam-power tube. Instead of 
using a suppressor grid to control the secondary emission from the plate, 
this tube obtains the same effect because its electrodes are shaped in such 
a way as to control the space charge near the plate. A beam~forming plate, 
connected internally to the cathode, causes a concentration of electrons in 
the vicinity of the plate, thereby producing a region of minimum potential. 
As long as the plate potential is greater than this minimum potential, sec- 
ondary electrons are returned to the plate. A beam-power tube operated 
at the same voltages as a normal tetrode provides more power output for a 
given signal voltage. This is accomplished without an increase in internal 
tube capacitances. 


11. GASEOUS TUBES. A. GENERAL. (1) Ifa small amount of gas is present 
in a diode either because of insufficient evacuation or deliberate insertion, 
the characteristics of the tube are markedly altered from those discussed 
in Paragraph 10. The difference is due to ionization of the gas molecules. 


(2) When electrons are emitted from the cathode in a gas-filled tube and 
are attracted to the plate, they encounter gas molecules. Depending upon 
the speed of the electrons (and therefore on the plate potential), they may 
have enough energy to ionize some of the gas molecules. The liberated 
electrons may then join the original electron stream and may ionize other 
gas molecules. The heavier positive ions drift toward the cathode. For any 
gas filled tube, the electrons need a certain minimum value of kinetic energy 
to produce ionization, and there is a corresponding minimum plate voltage 
which is called the ionization potential. 


(3) After ionization has started, it will maintain itself at a voltage some- 
what lower than the ionization potential. If the voltage from plate to cathode 
falls below a certain value, the gas de-ionizes and conduction ceases. This 
lower voltage is known as the deionizing or extinction potential. 


(4) After ionization, the voltage drop across a gas-filled tube is almost 
independent of the current through the tube. This constant voltage is of 
great importance in the application of gas tubes and means that the current 


must be limited by resistance in the external circuit or the tube will be 
destroyed. 


B. GAS-FILLED DIODES. (1) A large number of cold-cathode gaseous 
diodes are used as indicator lamps, voltage regulators, etc. Because the 
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cathodes of these tubes are unheated, their ionization potentials are higher | 
than those of tubes with thermionic cathodes. Ionization is started by co- 
rona discharge from the electrodes. 


(2) Other types of gaseous diodes have thermionic cathodes and gen- 
erally contain mercury vapor. Their most important application is as high- 
current rectifiers. It must be remembered when using mercury vapor recti- 
fiers that these tubes are unable to carry their rated current until the mer~ 
cury has completely vaporized. Application of plate voltage too soon will 
demand excessive emission from the cathode and will result in its destruc- 
tion. é 


C. MULTI-ELEMENT GASEOUS TUBES (THYRATRONS). (1) A gas-filled tri- 
ode or tetrode in which a grid is used to control the firing potential is called 
a thyratron. The function of the grid is to trigger the tube, that is, initiate 
conduction from cathode to plate. After conduction has started, the grid 
loses all control over the plate current, and conduction can be stopped only 
by lowering the plate voltage as in a gas diode. Both plate and grid currents 
must be limited by external impedances. 


(2) A thyratron acts as a relay; it cannot be made to amplify any form of 
continuous function. As a relay, its action is extremely fast, but it must be 
"reset" for each new cycle of opefation. As mentioned above, resetting is 
accomplished by lowering or removing the plate voltage. This may be done 
conveniently by using a-c voltage on the plate. 
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SECTION IV 
VACUUM TUBE AMPLIFIERS 


12. BASIC AMPLIFIER THEORY. A. CLASSIFICATIONS. (1) The manner 
in which a vacuum tube is operated may be classified in a variety of ways. 
One of the most useful methods is based upon the magnitude of variation of 
voltages associated with the tube. There are three cases: 


(a) Quiescent operation; only d-c voltages are applied to the tube. 

(b) Linear operation; alternating voltages of small amplitude are 
added to the d-c voltages of quiescent operation so that voltage variations do 
not extend outside of a linear range of the tube characteristics. 

(c) Non-linear operation; alternating voltages of such amplitude 
are added to the d-c voltages that the plate voltage is no longer a linear 
function of grid voltage. 


(2) Another method of classifying tube operation is on the basis of the 
percentage of time that plate current flows in the tube. Thus 


(a) Class A operation; plate current flows at all times. 
(b) Class AB operation; plate current flows for appreciably more 


than half but less than the entire cycle of grid voltage. 
(c) Class B operation: plate current flows for approximately one- 


half of each cycle of grid voltage. 
(d) Class C operation: plate current flows for less than one-half of 


each cycle of grid voltage. 


The subscript 1 or 2 following these classifications indicates that grid cur- 
rent does not or does flow respectively during part of the cycle of grid volt-~ 


age. 
B. VOLTAGE AND CURRENT NOMENCLATURE FOR AMPLIFIERS. (1) The sym- 
bols used in the discussion and analysis of amplifiers are necessarily in- 


volved, Figure 32 shows some of the most important quantities and their 
assigned positive directions. The following general rules should be memo- 


rized, 


(a) The cathode is taken as the zero reference of potential for all 
tube voltages (but not necessarily for voltages in the external circuit). 
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Figure 32. Assigned Positive Directions of Currents and Voltages 


(b) All currents in the tube flow to the cathode. 

(c) Lower case letters are used for varying voltages and currents. 

(d) Upper case letters are used for non-varying voltage and currents. 

(e) The subscripts c and b are used respectively to denote the total 
quantity involved for the grid and plate. 

(£) The subscripts g and p are used respectively to denote the vary- 
ing quantity involved for grid and plate. 

(g) Supply voltages are given a double subscript: cc for grid and bb 
for plate. : t 
(h) Quiescent voltages and currents are denoted by the subscript 0 
following any other subscript. 


These rules will be illustrated in the material that follows. 
C. QUIESCENT OPERATION AND THE LOAD LINE. (1) Figure 33 shows a 


triode connected to a load, Ry,, and supply batteries. A problem of basic 
importance is to find the plate voltage and current in the circuit of Figure 33. 


Figure 33. Schematic Diagram of a Triode with Resistance Load 


This is done by means of the plate characteristics of the tube, a typical set 
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being shown in Figure 34. First apply Kirchoff's Voltage Law to the plate 


Figure 34. Triode Plate Characteristics with Load Line 
circuit of the tube: 
Epb = ipRi + ep . (126) 
Solving for ip: 


E; -e 
ip = —bb_—b_. (127) 
Ry 


This equation represents 4 straight line function and when plotted on the 
tube characteristics is known as the load line. It is important to note that 
the load line is a function only of the external circuit and is independent of 
the type of tube used. 


(2) The easiest way to plot the load line is to find its intercepts. These 
are 


c 


for eh = 0, ip (128) 


for ip = 0, eb = Epp (129) 


Figure 34 shows a typical load line and gives the locus of values over which 
the tube may, operate with the given values of E,}, and R;. For the circuit 
of Figure 35, ec = Eee and the tube voltages and currents may be found from 
the intersection of the load line and the characteristic for e, = E,,. Since 
only d-c voltages are present in this case, the values obtained are quiescent 
ones; 
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€c = Eco (130) 
ep = Bao (131) 


ip = Ibe es ; (132) 


D. LINEAR OPERATION AND EQUIVALENT CIRCUITS. (1) The linear opera- 
tion of vacuum tube amplifiers is important not only because of practical 
application but also because an understanding of this mode of operation is 
basic to the understanding of other types of operation. If a sinusoidal signal 
voltage is applied to the grid of a triode as shown in Figure 35 and if the 
magnitude of ejn and the location of the quiescent operating point are such as 


Figure 35. Triode Amplifier with Sinusoidal Input 


to insure linear operation, then it can be shown that conditions produced in 
the plate circuit are the same as those existing in the equivalent circuit 
shown in Figure 36, yw and rp are respectively the amplification factor and 


Figure 36. Equivalent Circuit of Triode Amplifier 


the plate resistance of the triode being used. Note particularly that only 
varying voltages and currents appear in the equivalent circuit. 
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(2) Any analysis of a linearly-operated vacuum tube circuit may be 
carried out on the basis of the equivalent circuit. Suppose that it is desired 
to know the output voltage of the circuit of Figure 35 (in this case equal to 
e_ ). Applying Kirchoff's Voltage Law to the equivalent circuit: 


Pp 
Hey =i, Ry tip ry (133) 


which may be rearranged: 


e 

= ee... (134) 
RL, + rp 
But Qn =~ ip Ry, (135) 
R 
L 

so en = “Hey ——— 136 
P owe a + Tp ( ) 


This indicates that the varying com yo: ies of plate voltage is 180° out of 
phase witht the grid voltage and is ““) __ times as large as the grid volt- 
age. ; Ry, + Tp : 


(3) It is common to speak of the voltage gain of an amplifier. This may 
be defined as the ratio of plate voltage change to sla taal grid voltage 
change. From the previous paragraph: 


voltage gain = K = ——=- # a ees ~ (137) 


(4) The manner in which a triode amplifies a grid signal may be clarified 
by Figure 37 which shows one-half of a 6SN7 triode operating in the circuit 
of Figure 35 under the following conditions: 


Ege = > 4 volts 

Epp = 300 volts > 
Ry; = 8000 ohms 

ein = 4 volts peak 


The load line has been drawn on the tube characteristics, and the quiescent 
operating point is labeled Q. The varying component (e,) of grid voltage is 
equal to the input (ein) and swings the grid + 4 volts about the quiescent 

grid voltage E, -4, The operating point therefore slides up and down the 
load line from “the characteristic e, = 0 to that for e, = -8. Figure 37 shows 
that when e, = 0, e} = 154, and i, = 18.25; and that when e, = -8, e} = 240, 
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and ip, = 7.5. Similarly if ej, = e, is sinusoidal with time as shown in (b) 
then the plate voltage and currents may be plotted point by point as shown 
in (d) and (c). Note the phase relationships between the grid and plate volt- 
ages and plate current. 
= 2 

(5) This graphical analysis illustrates the operation of an amplifier. A 
signal of 4 volts peak on the grid of the tube produces a signal of 43 volts 
peak at the plate and 180° out of phase with the grid voltage. 


E. DISTORTION IN AMPLIFIERS. (1) A perfect amplifier produces an 
output whose waveshape duplicates the input and whose magnitude is pro- 
portional to the input. Most practical amplifiers suffer from one or more 
of three possible types of distortion. If the output waveform is not strictly 
proportional to the input, we have amplitude distortion; if the various fre- 
quency components in the input signal do not have the same transit time 
through the amplifier, we have phase distortion; and if different frequency 
components of an input signal are not amplified equally well, we have fre- 
quency distortion. 


(2) Amplitude or nonlinear distortion may be caused by non-linearity of 
the characteristic curves of a tube or by driving the grid to cut-off or satu- 
ration. It results in the presence of frequency component# in the output 
which were not present in the input. These distortion frequencies are prin- 
cipally harmonics of the input frequencies and may be reduced by restrict- 
ing the amplitude of the grid signal. The design of power amplifiers usually 
involves a choice between increased power with greater amplitude distortion 
and lower power with greater fidelity. 


(3) Figure 38 illustrates the result of phase distortion in an amplifier. 


Figure 38. Phase Distortion 
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The input signal is composed of a fundamental and third harmonic. Although 
the amplitudes of both components are increased by the same factor in the 
amplifier, the phase of the third harmonic component has been shifted with 
respect to the fundamental so that the output waveform is completely dif- 
ferent from the input. Since the ear is unable to detect relative phase angles, 
phase distortion is unimportant in audio systems; but in systems using pulses, 
it is very important. 


(4) Frequency distortion is caused by the inability of any one amplifier 
to amplify all frequencies equally well. More technically we say that the 
gain~frequency characteristic is not constant or ''flat''. Amplifiers may be 
designed to give essentially flat response over a portion of the frequency 
spectrum, but in view of the tremendous range of frequencies which have 
been found useful to date (from zero to thousands of megacycles per second) 
it is not unreasonable that different types of amplifiers are used in different 
parts of the frequency spectrum. More will be said about these matters in 
the following paragraphs. 


F, POWER AMPLIFIERS. (1) Power amplifiers differ from voltage ampli- 
fiers principally in that the former are required to control relatively large 
amounts of power in the output circuit while the latter must supply large 
voltage swings into a high load impedance. Although the design of power 
amplifiers is beyond the scope of this book, the following paragraphs will 
point out a few of their features and applications. 


(2) The design of a class A power amplifier usually includes considera- 
tion of the allowable distortion. Although the power output from a particular 
tube may be increased within limits by driving it harder, the distortion in- 
creases with greater voltage swings. Consequently the maximum power out- 
put is generally limited by the degree of waveform distortion that can be 
tolerated. The efficiency of class A amplifiers is low, varying from 20 to 40 
percent. 


(3) Class B power amplifiers are those in which plate current flows about 
50 percent of the time. Because the grid is at cut-off during a portion of each 
cycle, such amplifiers are always operated with two tubes in push-pull. One 
tube then conducts while the other is cut off. This type of amplifier has a 
greater maximum efficiency (up to about 65 percent) than class A amplifiers 
and will deliver an unusually large output in proportion to tube size . 


(4) In class C amplifiers, the plate current flows during only a small 
part of each grid voltage cycle. These amplifiers are extensively used with 
tuned load circuits to develop radio-frequency power. They are the most 
efficient of all power amplifiers 


G. TUNED AMPLIFIERS. (1) Ima tuned amplifier the load impedance is a 
parallel resonant circuit. Over a range of frequencies centered on the res~- 
onant frequency of the tuned circuit, the response of such an amplifier de- 
pends principally upon the selectivity or Q of the circuit. Both high Q (very 
selective) and low Q (broad band) tuned amplifiers find wide application in 


The input signal is composed of a fundamental and third harmonic. Although 
the amplitudes of both components are increased by the same factor in the 
amplifier, the phase of the third harmonic component has been shifted with 
respect to the fundamental so that the output waveform is completely dif- 
ferent from the input. Since the ear is unable to detect relative phase angles, 
phase distortion is unimportant in audio systems; but in systems using pulses, 
it is very important. 


(4) Frequency distortion is caused by the inability of any one amplifier 
to amplify all frequencies equally well. More technically we say that the 
gain~frequency characteristic is not constant or ''flat''. Amplifiers may be 
designed to give essentially flat response over a portion of the frequency 
spectrum, but in view of the tremendous range of frequencies which have 
been found useful to date (from zero to thousands of megacycles per second) 
it is not unreasonable that different types of amplifiers are used in different 
parts of the frequency spectrum. More will be said about these matters in 
the following paragraphs. 


F, POWER AMPLIFIERS. (1) Power amplifiers differ from voltage ampli- 
fiers principally in that the former are required to control relatively large 
amounts of power in the output circuit while the latter must supply large 
voltage swings into a high load impedance. Although the design of power 
amplifiers is beyond the scope of this book, the following paragraphs will 
point out a few of their features and applications. 


(2) The design of a class A power amplifier usually includes considera- 
tion of the allowable distortion. Although the power output from a particular 
tube may be increased within limits by driving it harder, the distortion in- 
creases with greater voltage swings. Consequently the maximum power out- 
put is generally limited by the degree of waveform distortion that can be 
tolerated. The efficiency of class A amplifiers is low, varying from 20 to 40 
percent. 


(3) Class B power amplifiers are those in which plate current flows about 
50 percent of the time. Because the grid is at cut-off during a portion of each 
cycle, such amplifiers are always operated with two tubes in push-pull. One 
tube then conducts while the other is cut off. This type of amplifier has a 
greater maximum efficiency (up to about 65 percent) than class A amplifiers 
and will deliver an unusually large output in proportion to tube size . 


(4) In class C amplifiers, the plate current flows during only a small 
part of each grid voltage cycle. These amplifiers are extensively used with 
tuned load circuits to develop radio-frequency power. They are the most 
efficient of all power amplifiers 


G. TUNED AMPLIFIERS. (1) Ima tuned amplifier the load impedance is a 
parallel resonant circuit. Over a range of frequencies centered on the res~- 
onant frequency of the tuned circuit, the response of such an amplifier de- 
pends principally upon the selectivity or Q of the circuit. Both high Q (very 
selective) and low Q (broad band) tuned amplifiers find wide application in 
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radio frequency circuits. Very broad band amplifiers for the radio fre- . 
quencies have been used e&tensively in televisiongand radar systems; stag- 
gered tuned circuits are commonly used in such amplifiers. 


- 


13. CASCADE AMPLIFIERS. A. GENERAL. (1) Since the voltage gain 

needed in practical applications often exceeds that which may be obtained 
with a single amplifier tube, cascade amplifiers are frequently used in which 
the first tube supplies the grid signal voltage for the second and so on. Coup- 
ling circuits are used to connect the plate circuit of one tube to the grid of 
the succeeding tube. Since the type of coupling network selected will deter - 
mine in large measure the over-all characteristics of the amplifier, the 

next few paragraphs will point out some of the features of amplifiers coupled 
in various ways. 


B. DIRECT-COUPLED AMPLIFIERS. (1) The cascade amplifier having the 
simplest coupling network is the so-called direct-coupled type. Essentially 
non-reactive resistors and constant voltage elements are used with the result 
that the voltage gain is nearly independent of frequency from zerg frequency 
(d-c) up to the point where stray capacitance becomes appreciable. 


(2) The basic circuit of the direct coupled amplifier is shown in Figure 
39A. The battery used as the coupling means in this circuit is necessary to 
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Figure 39. Direct-Coupled Amplifier 


place the quiescent grid voltage of the second tube in the proper range. The 
gain of this circuit is equal to the product of the gainsof the individual stages. 


(3) The circuit of Figure 39B dispenses with the undesirable grid battery 


in the first circuit, but a negative power supply is required and some gain is 
lost by voltage divider action. 
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(4) Direct-coupled amplifiers are inherently unstable because any drift 
in the d-c voltages of the first stage is amplified and may be sufficient to 
throw the operating paths of following stages out of the linear region. Bal- 
anced circuits and degenerative feedback will reduce these difficulties. 


C. RESISTANCE-CAPACITANCE COUPLED AMPLIFIERS. (1) Figure 40 illus- 
trates the circuit of what is perhaps the most widely used type of cascade 


B+ 


Figure 40. Resistance-Capacitance Coupled Amplifier 


amplifier. Cathode bias is used, and the stray capacitances that affect the 
plate circuit have been shown dashed. Coupling capacitor C, should be large 
enough to have a small reactance compared with the resistance of R, over 
the desired frequency range. Therefore most of the output of the first stage 
is applied to the grid of the second. C,, blocks the d-c plate voltage of the 
first stage, however. 


(2) The gain-frequency characteristic of a resistance-capacitance coupled 
amplifier is not constant as would be desirable for most purposes. It is 
usually relatively constant over the so-called mid~-band range of frequencies. 
Below this, in the low frequency range, the reactance of C., increases, and 
C,. and R, form a voltage divider which reduces the output. Above the mid- 
band region, in the high frequency range, the gain drops off because the re- 
actance of Cy and C, decreases and their shunting effect becomes important. 
The charactéristic for an audio amplifier is shown in Figure 41. The fre- 
quencies at which the gain drops to 70.7 percent of maximum are called the 
upper and lower half power frequencies and have been labeled f; and f2 
respectively. Typical values for f) and f2 might be 100 and 5000 cycles. 


(3) The frequency range of resistance-capacitance coupled amplifiers may 
be extended to the supersonic and low radio frequencies by suitable modifi- 
cation of their design. Circuits designed to amplify voltages with fre- 
quencies up to about one megacycle are called video amplifiers. The 
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Figure 41. Gain frequency Characteristic 


equivalent circuit for one stage of the circuit in Figure 40 for the high 
frequency range is shown in Figure 42. The tube is symbolized as a con- 
stant current source (gm €g)in parallel with fp; this is entirely equivalent 


Figure 42. Equivalent Circuit of First Stage of the Circuit of 
Figure 11 for the High Frequency Range 


to a constant voltage source / eg in series with rp. Ce is not shown in the © 
equivalent circuit since its pene tenee is negligible at high frequencies. The 
equivalent circuit shows that the stray capacitances Cp and Cg shunt the 
output of the amplifier and reduce the gain as the frequency increases. Ifa 
small inductance is put in series with R; it will have negligible effect over 
the low and middle frequencies, but at the higher frequencies it will tend to 
parallel-resonate with Cp + Cgand keep the effective load impedance (and 
gain) from dropping off until a higher frequency is reached. The actual cir- 
cuit for a single stage would be as shown in Figure 43 and is called a shunt 
peaked amplifier. More elaborate peaking systems have been devised but 
will not be considered in this review. 


(4) Amplifiers which must operate at frequencies greater than about one 
megacycle and with a constant gain-frequency characteristic are usually 
built in the form of tuned rather than resistance -capacitance coupled 
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amplifiers. Tuned amplifiers were discussed briefly in Paragraph 12G. 
Bt 


Figure 43. Shunt Peaked Amplifier 


D. AMPLIFIERS WITH IRON-CORE TRANSFORMERS. (1) Iron core trans- 
formers may be used.as-the coupling means between the stages of an audio 
amplifier, and in such service they are called interstage transformers. 
They are used more extensively, however, as input or output transformers 
for audio amplifiers. 


(2) The principal advantage of transformer coupling between amplifier 
stages lies in increased voltage gain with a given tube and plate supply volt- 
age. Their disadvantages are mainly physical and economic; transformers 
are bulky, heavy, and expensive in comparison with resistance -capacitance 
coupling systems. Their frequency response can be extended to 15 or 20 
kilocycles and even higher by special design, but such transformers are 
costly. 


(3) Because their impedance ratio is equal to the square of their turns 
ratio, transformers are particularly adopted to impedance transforming 
functions. Furthermore, audio-frequency transmission lines and loud 
speakers have low impedances while vacuum tubes (except for the output of 
a cathode follower) have high input and output impedances. The most exten- 
sive use of iron-core transformers with audio amplifiers is, therefore, to 
match impedances at the input and output. Another important use for trans- 
formers lies in the fact that the secondary may be readily center-tapped to 
provide .two outputs 180° out of phase for the excitation of a push-pull stage. 

é 

E.. FEEDBACK AMPLIFIERS. (1) Feedback is the process of transferring 
part of the output signal of a device back to the input. There are two types 
of feedback: regenerative or positive feedback and degenerative or negative 
feedback, Regenerative feedback exists if the signal fed back increases the 
effective input signal; it results in an oscillator. If the signal fed back from 
output to input reduces the net input signal, we have degenerative feedback 
with accompanying desirable properties that compensate for the loss of gain. 
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w (2) The principles of feedback amplifiers are readily found from a con- 
sideration of Figure 44. A fraction £ of the output is fed back from the put- 
put to the input of the amplifier so that the voltage fed back is SE,. Writing 


AMPLIFIER 


ee FEEDBACK NETWORK a 


~ BEo 


FEEDBACK FRACTION GB 


Figure 44. Principles of a Feedback Amplifier 
Kirchoff’s Voltage Law for the input circuit we have 
Eg = Eo + Ein (138) 


The gain of the amplifier without feedback is 


K 2 one (139) 


and substituting the value of E, from (139) into (138) gives 


fe) 
K 


= BEo + Ejn (140) 
The overall gain of the circuit with feedback is readily obtained from (140); 


E 
Overall gain = —2 = —K (141) 
Ein 


(3) Whenever the absolute value of (1 - 4K) in Equation (141) is greater 
than unity, the feedback is negative because the overall gain becomes less 
than K. In practical cases AK is usually much greater than unity and Equa- 
tion (141) then becomes 


Overall gain = si 3 (142) 


in 
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This is an important expression because it shows that the overall gain ofa 
feedback amplifier may be made independent of the gain of the same ampli- 
fier without feedback. In this way the overall gain is unaffected by insta- 
bility, poor frequency response, noise, and other undesirable character- 
istics of the same amplifier but without feedback. Note, however, that a 
degenerative amplifier cannot reduce the effects of noise or distortion that 
are already present in the input signal Ejp. 


(4) Degenerative feedback may be obtained in many practical ways. The 
feedback voltage is commonly injected into either the grid or cathode cir- 
cuit of a voltage amplifier. Because of the 180° phase shift from grid to 
plate in an amplifier tube, feedback over any odd number of stages from 
plate to grid will be degenerative, and feedback over any even number of 
stages from plate to cathode will also be degenerative. 
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SECTION V 
SPECIAL CIRCUITS 


14. INTRODUCTION. A. GENERAL. (1) A wide variety of special circuits 
are used in computers. In the present section, particular attention will be 
given to those circuits useful in digital computers. Many of these circuits 
are the same as, or are closely related to, circuits used in radar equip- 
ments. 


1&. SHAPING CIRCUITS. A. DIFFERENTIATORS AND INTEGRATORS. (1) 
These circuits are simply R-C and R-L circuits with proper choice of cir- 
cuit constants. Refer to Section II, paragraph 8 for a complete discussion 
and particularly to paragraph 8E, 


B. CLIPPERS AND LIMITERS. (1) The terms clipper and limiter are used 

more or less interchangeably to denote circuits which remove by electronic 

means a portion of either amplitude extremity of an input signal. They find 

wide application for such tasks as producing a nearly rectangular wave from 
a sine wave, for eliminating either positive or negative pulses from a series 
of both, etc. 


(2) Figure 45 shows a variety of clipper circuits using a diode either in 
series or parallel with the signal path. The operation of the series diode 
shown in Figure 45A is precisely the same as that of a half wave rectifier 
which will be discussed in Section VI. On the positive peak of the input volt- 
age, the diode plate is positive with respect to ground and so a current flows 
through the diode and resistor, R, to ground. The output voltage is developed 
across R and is equal to the input voltage less the drop, ep, across the diode. 
On the negative half cycles of the input voltage, the diode does not conduct so 
the output voltage is zero. 


(3) If the positive half cycles of a signal should be clipped, it may be done 
with a series diode by merely turning it around (see Figure 45B). The opera- 
tion of this circuit is basically the same as the negative clipper. 


(4) A diode may be connected in shunt across a circuit for clipping action. 


Figure 45C shows a shunt-diode positive clipper. The diode acts essentially 
like a switch which short-circuits the load when the plate becomes positive; 
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Figure 45. Clipper Circuits 
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the output voltage then being equal to the tube drop, e,,. On negative swings 
of the input voltage, the diode acts as an open switch and has no effect on the 
circuit, 


(5) There are two simple and useful variations of the circuit of Figure 
45C. The shunt-diode can be made a negative clipper by merely reversing 
the diode. The other variation is the inclusion of a battery or other voltage 
source in series with the shunt-diode. A combination of these schemes is 
shown in Figure 45D where the input signal is clipped at a voltage E nega- 
tive with respect to ground. 


(6) Clipping, or limiting as it is usually called in this case, may be ac- 
complished in the grid circuit of a voltage amplifier as shown in Figure 45E., 
The grid in this case acts precisely the same as did the plate of the diode in 
Figure 45C; that is, the grid draws current when it swings positive and a 
voltage drop appears across R,. Clipping at different levels may be obtained 
with this circuit by returning Ry to a voltage other than ground potential. 


(7) Limiting may also be obtained in an amplifier by driving the grid 
beyond saturation, or cut-off, or both. This requires large amplitude input 
voltages, but may also be obtained by reducing the plate supply voltage (Epp) 
of the tube. This shifts the load line (see Figure 34) to the left and permits 
saturation and cut-off to be reached with lower grid voltage swings. 


C. CLAMPING CIRCUITS. (1) Because no conductive path exists whenever 
any assymetrical waveform is passed through a capacitor or a transformer, 
the average value of the waveform assumes a zero potential. This fact is a 
source of difficulty whenever the average value of the waveform must have 
some voltage other than zero. If the waveform is invariable in form and 
magnitude,a constant bias voltage can be applied to displace the average 
value from zero by the proper amount. This is known as d-c restoration, 
If, however, some dimension of the wave is changed, resort must be made 
to clamping circuits which are able to handle varying waveforms. 


(2) Although several types of clamping circuits are sometimes used, 
only variations of the simple diode clamp shown in Figure 46 will be dis- 


o— 
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Figure 46. Positive Diode Clamping Circuit 


cussed here. Figure 47 shows the input and output waveforms of a positive 
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Figure 47. Waveforms in a Positive Diode Clamper 


diode clamper in greater detail. During the time interval from A to B, the 
input voltage is zero, and the output’is likewise zero. At the point B, the 
input voltage drops suddenly to -100 volts. Since the capacitor cannot 
change its charge instantaneously, the voltage across R also drops suddenly 
to -100 volts. The plate of the diode is now 100 volts positive with respect 
to its cathode and it conducts heavily. At point C the capacitor begins to 
charge very rapidly through the low forward resistance of the diode until 
the capacitor voltage equals the applied voltage and the output voltage is 
zero. At point D the input voltage changes back to zero, a 100 volt change 
in the positive direction. This change appears also in the output, and from 
points E to F the capacitor discharges slowly through resistor R witha 
long time constant; the diode does not conduct during this interval. By 

time F, the output has decayed only 10 volts, and therefore drops to -10 
volts when the input waveform again goes 100 volts negative. The diode then 
conducts, quickly returning the output from ~-10 volts to zero; and the cycle 
repeats, Note that no portion of the waveform is lost after the first cycle. 


(3) The clamping circuit of Figure 46 may be used to clamp the top of 
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the input waveform to zero by merely reversing the diode connections. The 
result is a negative clamper, since the output waveform is always negative 
with respect to the reference voltage. 


(4) It is not necessary that a clamping circuit tie one extremity of the 
input signal to zero potential. The resistor and diode may be returned to 
almost any voltage desired. Figure 48 illustrates a negative clamper with 
a +10 volt reference voltage. 


at nn 
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Figure 48. Negative Clamper with 10-volt Reference Level 


16. MISCELLANEOUS CIRCUITS. A. CATHODE FOLLOWERS. (1) The cathode 

follower is a degenerative vacuum-tube circuit in which the inverse feedback 
is obtained by way of an unbypassed cathode resistor, across which the out- 
put is taken. This circuit is essentially an impedance-matching or impedance- 
lowering device having less than unity voltage gain but capable of producing 
power gain. Its high input impedance and very low output impedance render 
it particularly suitable for coupling betweenpulse-generating or pulse ~-trans~- 
mitting stages and transmission lines or circuits with shunt capacitance 
which otherwise might cause objectionable effects. The cathode-follower 
output follows" the grid-input voltage and hence is of the same polarity. The 
output voltage of a cathode follower has good regulation because of its low 
impedance while the input voltage to the cathode follower may have a high 
impedance and very poor regulation, 


(2) The conventional cathode follower (Figure 49) is a single-stage in- 
verse feedback circuit in which the output voltage is taken across the cathode 
resistor, The cathode bypass capacitor is absent and either the plate is 
tied directly to B+ or the plate load resistor, if present, is bypassed. Thus, 
if a positive signal is applied to the grid, the rise in plate current through 
Ry, produces a greater ipR;, drop, making the cathode more positive. Like-~ 
wise, a negative signal applied to the grid causes a decrease in the ipRkdrop, 
making the cathode less positive. Thus, the voltage across the cathode re~ 
sistor "follows" the grid, which in effect tends to reduce the voltage difference 
between grid and cathode as established by the input signal. 
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Figure 49. Conventional Cathode Follower 


(3) If no signal is applied to the grid there is a certain amount of plate 
current flowing through Ry. The resulting ipRkdrop establishes the amount ¢ 
of no~signal bias developed across the resistance. Thus, the signal varia- 
tion on the grid produces a plate-current variation through the cathode resis - 
tor which reduces the effectiveness of the input signal. 


(4) The equivalent circuit of the cathode follower is shown in Figure 50. 


Figure 50. Equivalent Circuit of the Conventional Cathode Follower 


Comparison with Figure 36 indicates that the stage acts as a conventional 
amplifier in which both amplification factor (+) and plate resistances (rp) 
have been divided by the factor (/ + 1). As a result, the gain of the cathode 
follower is always less than unity. 


(5) The output voltage of the cathode follower is essentially distortion- 
less when operated within its normal range. However, if the input voltage 
is of sufficiently high amplitude, limiting action occurs and the output volt- 
age is distorted with respect to the input. 
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In order to accommodate negative signals of higher amplitude on the 
grid without the effects of cut-off limiting, the cathode follower may be modi- 
fied as shown in Figure 51. The bias is reduced because the grid resistor 


Figure 51. Cathode Follower with Reduced Grid Bias Voltage 


Ry is terminated at a more positive point on Ry, therefore e;, can swing to 
a greater negative value without cutting off the tube. Otherwise the opera- 
tion of the*circuit is essentially the same as that of the cathode follower 


illustrated in Figure 49. 


B. GATES. (1) The circuits in computers often handle long series of iden- 
tical pulses some of which must be blocked and others allowed to pass 
through. Circuits which are designed to stop or pass pulses are appropriate- 


_ly called gates. 


(2) A typical pentode gate circuit is shown in Figure 52 with the impor- 
tant waveforms. The suppressor grid is normally made sufficiently negative 
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Figure 52. Pentode Gate Circuit 


67 


PX 29169 


with respect to the cathode to keep the plate current cut off in spite of sig- 
nal pulses on the control grid. The cirtuit is 'gated'' at the d@sired time 
by applying a positive pulse to the suppressor; if a signal pulse is simul- 
taneously present on the control grid, it will appear in the output; if no sig- 
nal pulse is simultaneously present, the gating pulse will have no effect on 
the output. 


(3) Two triodes may be used to form a gate circuit as shown in Figure 53. 


SIGNAL o 


GATE 
PULSES * 


Figure 53. Triode Gating Circuit 


V) is a triode voltage amplifier with the gate tube (V2) in series with its 
cathode. R] and R2 are so proportioned that the cathode of Vi is highly 
positive with respect to its grid with no signal input to either tube. V) is 
thus normally cut off, and no signal pulses can pass through to the output. 
When V2 is gated by a large positive pulse, it conducts heavily and lowers 
the voltage at its plate (and the cathode of V ) to a low positive value. This 
permits V, to pass a signal pulse if one arrives during the gating interval. 
The waveforms shown in Figure 52 apply also to the circuit of Figure 53. 


C. TRIGGER CIRCUITS AND MULTIVIBRATORS ° (1) There area large num- 
ber of closely related circuits based upon the Eccles-Jordan trigger circuit 
and the Abraham-Bloch multivibrator, In general, they are made up of two 
voltage amplifiers that are coupled together in various ways. They may be 
designed to have one or two stable states or to be unstable (oscillatory). 


(2) The Eccles-Jordan trigger circuit is shown in Figure 54. It employs 
direct coupling from the plate of one tube to the grid of the other. Trigger 
circuits of this type are often called flip-flops because they have two stable 
states: when V ; is conducting and V2 is cut off, and vice versa. Transfer 
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Figure 54. Eccles-Jordan Trigger Circuit 


from one stable state to the other may be initiated by applying either a posi- . 
tive or negative pulse to both grids. Suppose that V, is conducting and V2 is 
cut off. If a positive pulse is applied to both grids, it will have little effect 
on-V but will cause conduction to start in V2. Conduction in V2 causes its 
plate voltage to drop slightly and this drop is transmitted to the grid. of Vy 
which conducts less heavily as a result. The plate voltage of V, therefore 
rises slightly and this rise is transferred to the grid of Vz causing a further 
increase in its plate current. The action is therefore cumulative and con- 
tinues until V> is conducting and V, is cut off. It should be noted that the re- 
versing action just described occurs so rapidly that it is almost instantaneous. 
Negative pulses may also be used to trigger the circuit in which case the 
action starts with a reduction of plate current in the conducting tube. The 
output may be taken from the plate of either tube. 


(3) A practical refinement of the Eccles~-Jordan circuit is shown in Fig - 
ure 55; capacitors have been shunted across the resistors that couple between 
the plate of one tube and the grid of the other. These capacitors are often 
about 50 spf and are used to increase the speed and reliability of triggering. 
The capacitors perform two important functions: (a) they overcome the 
effect of tube interelectrode capacitances which tend to resist any rapid 
change in tube voltages, and (b) they transfer the entire initial plate voltage 
change of one tube to the grid of the other tube and thus overcome the volt- 
age divider action of the coupling and grid resistors. 


(4) The ¢ircuit of the Abraham-Bloch multivibrator (Figure 56) is very 


similar toe the trigger circuits just discussed, It is evident that this is sim- 
ply a two stage resistance-capacitance coupled amplifier with the output of 
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Figure 55, Practical Trigger Circuit 
the second stage coupled back to the input of the first, and for this reason 
it is commonly called a plate-coupled multivibrator. Since the output of the 


Figure 56. Free-Running Plate-Coupled Multvibrator 
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second stage has the same phase as the input to the first, oscillations can 
take place. The operation of the circuit is similar to that of the trigger cir- 
cuits but no stable state exists. When the plate current in one of the tubes, 
say V,, is increasing because of a positive-going signal on the grid, a nega- 
tive signal is being applied to the grid of the second tube V2. As a result, 
the current in V2 is reduced, and the output signal is positive. This positive 
signal, which is coupled back to V), causes the grid of V) to become more 
positive, thus increasing the anode current of V) still further. This effect 
is cumulative - the current in V; reaches a maximum, while the potential 

of the grid of V2 is driven so far negatively, almost instantaneously, that the 
current in V2 is cut off. With V2 still cut off, the charge on capacitor C2 
leaks away through the resistor R,2, and at some point the potential of the 
grid of Vz becomes such that the tube will again begin to conduct. This re- 
sults in a negative output signal being applied to the grid of V;. The current 
in V) decreases, and the start of a cumulative chain, which results in V) 
being cut off and V2? reaching the state of maximum conduction, is initiated. 
Evidently there are two unstable limiting conditions that occur. In one of 
these V| is cut off and V2 is fully conducting, and in the other the roles of 
V, and V2 are interchanged. The waveform on one plate of a symmetrical 


free-running multivibrator is shown in Figure 57; the waveform on the other 
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Figure 57. Plate Voltage in a Free-iunning Multivibrator 


plate is identical in shape but displaced in phase by 180°, The frequency of 
multivibrators is often controlled very accurately by applying trigger pulses 
to one of the grids in order to initiate the switching action. 


(5) The circuit of a cathode-coupled delay multivibrator is shown in Fig- 
ure 58. This type of circuit generates a single positive rectangular pulse 
for each trigger pulse applied to its input. V2is normally conducting and its 
plate current flowing through Rx biases V) to cut-off. Whena positive 
trigger pulse is applied to the grid of V) it begins to conduct which drops 
both its plate voltage and the grid-to -cathode voltage of V2 (because of capa- 
citor C and the increased voltage drop across R;). The output voltage then 
rises sharply. V2 remains cut off while the capacitor discharges through R 
and permits the grid voltage of V2 to approach cut-off bias. At the instant the 
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Figure 58. Cathode Coupled Delay Multivibrator 


grid of Vp reaches cut-off bias, conduction begins and the plate voltage of 
V2 drops while the cathode voltage increases, The rise in voltage across 

R, reduces the plate current in V) and raises the plate voltage of V; (and 
therefore the grid voltage of V2). In practice, V; becomes cut off almost 
instantaneously after the grid of V2 reaches cut-off. The time duration of 
the output pulse is governed by the discharge of capacitor C through resis - 
tor R, the pulse length being equal to about one-half the RC time constant, R 
is usually about one megohm and C is chosen as required. 


D, COUNTERS. (1) A counting circuit is designed to receive uniform pulses, 
representing units to be counted,and to produce a voltage proportional to the 
number of pulses received. Over a given time, therefore, it will give a 
measure of the average pulse repetition rate. 


(2) The pulses applied to a counting circuit must be of the same ampli- 
tude and time duration if the circuit is.to function properly. Thus counting 
circuits are ordinarily preceded by shaping and limiting circuits to insure 
the necessary uniformity. 


(3) Although other counting circuits exist, the step-by-step counter shown 
in Figure 59 is the only one that will be discussed here. When a positive 
pulse is applied to the input, V2 conducts and charges both C, and Co. Cj, 
which is much smaller than Cp, takes on a larger charge with each input 
pulse; but at the end of each pulse, the charge on C, is discharged through 
V,. The charge on C2 is increased slightly during the time of each input 
edtce. producing a step voltage across the output. These steps decrease in 
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Figure 59. Step-by-step Counting Circuit 


size exponentially as the voltage across Cz approaches the final value (Fig- 
ure 60), the rate being dependent upon the output impedance of the driving 
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Figure 60. Step Voltage Developed Across Cy 


circuit. As long as there is no path through which C92 can discharge, the 
voltage across it continues to increase with each successive pulse until it is 
equal to the amplitude of the applied signals. At this point the cathode of V2 
is held at a positive voltage equal to that on the plate during the pulse time 
and the tube fails to conduct. 


(4) The output of a step-by-step counter is generally fed to the grid of a 
following tube circuit, perhaps a blocking oscillator or thyratron. 


E. PHANTASTRONS. (1) The phantastron circuit is a device used to control 
the opening of a gate for a precise duration of time. It is often referred to 
as a "one-shot" circuit. The time delay produced by a phantastron is a 
linear function of the control voltage. 


(2) When the phantastron is not operating (see Figure 61), the plate cur- 
rent is cut off by the negative potential of the suppressor grid, and the control 
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Figure 61. Schematic of Phantastron Circuit 


grid is slightly positive because of the positive grid return and the grid cur- 
rent through the large resistor R). The screen, therefore, conducts all of 
the space current keeping the output potential low. 


(3) .When a negative input pulse is applied to the diode V, its cathode 
voltage drops, causing the diode current to increase and reduce the plate 
potential of V;. This change of plate potential is reflected to the control grid 
of V) through the coupling capacitor C), reducing the total space current 
and consequently increasing the output potential. This increase in output po- 
tential will be reflected through C5, increasing the suppressor grid potential 
which will in turn cause the plate to conduct. 


(4) As the plate begins to conduct, its potential will decrease and in turn 
be reflected over to the control grid through C,, making the control grid more 
negative and reducing the total space current. This reduction in space cur- 
rent is in opposition to the increase in plate current flow, thus limiting the 
rate at which the plate current builds up. 


(5) The plate current will increase until the plate potential is of sucha 
low value that the screen grid will again conduct. This will decrease the 
potential on the suppressor grid which will then cut off the plate current. 
When the plate current goes to zero, the control grid voltage will also drop 
to zero, according to the time constant R)C}j. 


(6) The phantastron output voltage drops because of the increase of screen 
current. The duration of the pulse on the output voltage is thus determined by 
the R|Cj time constant,and the setting of the potentiometer R;, determines the 
non-operating potential of the plate. 


F, DELAY LINES. (1) It is often necessary in computer equipments to 


have a pulse which occurs at some definite time following another pulse. The 
multivibrators that have been described are one means of obtaining this 
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result; another means, and one that is more accurate for very short delays, 
is by the use of delay lines. 


(2) Figure 62 shows a ten-section artificial transmission or delay line. 
Lines may contain any number of sectidns and may be built of T, 7 , or L 
sections, A pulse is applied to the input end of the line and it is desired that 
the pulse travel along the line just as it might along a real line. By properly 
adjusting the electrical length of the line, the time required for the pulse to 
traverse the line may be made equal to a required delay time. 


L/2 L L L L Le L L L L L/2 


Oo O00 00 0 O00 O00 OOO OOO O00 OOO 000 VOU O00 O 


INPUT = & ¢ ¢ ¢ ¢ ¢ C G C C Ro OUTPUT 


Figure 62. A Ten-Section Delay Line 


(3) An artificial line operates in the same manner as a real line provided 
the inductance L and capacitance C in each section are small so that the wave- 
length of the highest- frequency Fourier component of the pulse spans enough 
sections to make the line behave as though its inductance and capacitance 
were distributed. A cut-off frequency, f.., exists, which is given by 


i. «22S (143) 


Above the cut-off frequency, negligible transmission occurs. Below it the 
pulses are transmitted, but unless the Fourier components are all of low fre- 
quency compared with f., the delay and characteristic resistance of the line 
depend upon frequency. For all frequencies much smaller than f,, the char - 
acteristic resistance is 


R= Ge : (144) 


and the delay is 
Delay per section = VLC (145) 


é 
These relations are the same as the corresponding ones for a real trans ~- 
mission line. 


(4) Delay lines in timers are constructed with small L and C in each sec- 


tion so that f,,. is much higher than the highest frequency to be transmitted. 
The number of sections is chosen to produce the required delay, and the line 
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is terminated in the characteristic resistance so that no reflections occur 
at the end. The pulses travel from input to output but do not return. 


(5) A variable delay may be had by connecting a multipoint switch to the 
various junctions between sections of the line. A circuit connected to this 
switch receives a pulse delayed by an amount dependent on the setting of the 
switch. The impedance of the circuit should be much greater than the char- 
acteristic resistance of the line in order that negligible reflections occur 
at the point of connection. 


(6) Since the line is terminated in its characteristic resistance, its input 
impedance is also the characteristic resistance. Thus the input of the line 
may be used in place of the plate load resistor for a vacuum tube. The opera- 
tion of the tube is the same as it would be if its load were a resistor R,. 
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SECTION VI 
POWER SUPPLY CIRCUITS 


17. RECTIFIER CIRCUITS. A. GENERAL. (1) A rectifier is a device by 
means of which an alternating current is changed into a direct current. In 
general, the magnitude of this direct current is not constant, as it may con- 
tain a pulsating component called ripple. A few of the devices which perform 
this rectifying function are electronic tubes, metallic-oxide (or dry contact) 

. rectifiers, crystal rectifiers, electrolytic rectifiers, and mechanical recti- 
fiers. Of these, electronic rectifier tubes are by far the most important. 


(2) The operation of most electronic circuits requires that a direct volt- 
age be applied to the plate and screen-grid circuits of tubes. This d-c sup- 
ply may be obtained from batteries if the total amount of power required is 
not large. If more power is needed than can be supplied conveniently from 
batteries, a d-c generator may be used. However, most electrical energy 
now is generated as alternating current, which must be rectified for use in 
electronic circuits. Electronic rectifiers, which are capable of rectifying 
very large amounts of power, can supply direct current to even the largest 
of electronic equipments. 


(3) There are two general types of electronic rectifiers. The first type, 
the high-vacuum or "hard" tube rectifier, is used where a small or moderate 
current is needed or where very high voltage must be rectified. The second 
type, the gas or vapor-filled or ''soft'' tube rectifier, is used where a large 
current is required. 


= 


B. HALF-WAVE RECTIFIER. (1) A half-wave rectifier is a device by means 
of which alternating current is changed into pulsating direct current by elimi- 
nating one-half of each cycle. 


(2) Ina diode, electrons are attracted to the plate when it is more positive 
than the cathode. When the plate becomes negative relative to the cathode, 
electrons are repelled by it and no electron current can flow in the tube. A 
single diode may thus be used as a half-wave rectifier because a current can 
flow in the tube during only that half of the cycle when the plate is positive 
relative to the cathode. 


(3) Figure 63 shows two simple half-wave rectifier circuits. In (a), an 
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alternating voltage supplied by a 115-volt a-c line is applied across the diode 
and the load resistor R, which is used to limit the current in the tube during 
the period of conduction. In (b), a transformer is added to increase the volt- 
age applied to the tube. By selecting a trahsformer with the proper ratio, a 
very wide range of voltages can be obtained froma rectifier. 


(4) On the positive half-cycle of the applied voltage, the plate of the 
diode is more positive than the cathode, and current flows through the diode 
from plate to cathode and then through the load resistor to ground. As the 
plate of the diode becomes more positive, the current increases until the 
maximum value of the positive half-cycle is reached. As the voltage de- 
creases, the current also decreases until at zero voltage between plate and 
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Figure 63. Simple Half-Wave Rectifier Circuits 


cathode, conduction ceases entirely. No current can flow during the nega- 
tive half-cycle. Thus there is a positive pulse of voltage across the load 
resistor, R, for every cycle of the applied voltage. 


(5) Since the current flow in the diode and in the load resistor is always 
in one direction, the applied a-c voltage, (c), is changed into a pulsating d-c 
voltage. The waveform of the current in the diode is shown at (d) in Figure 
63, and the load voltage at (e). 


(6) Because the half-wave rectifier uses only one-half the input wave its 
efficiency is low, and the direct~voltage output is small if a current in excess 
of a few milliamperes is required by the load. These disadvantages limit the 
use of the half-wave rectifier to applications which require a very small 
current drain. A common application of the half-wave rectifier is for the 
accelerating voltage supply anode of an oscilloscope. 


C. FULL-WAVE RECTIFIER. (1) A full-wave rectifier is a device which has 
two or more elements so arranged that the current output flows in the same 
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direction during each half-cycle of the alternating-current supply. 


(2) Full-wave rectification may be accomplished by using two diodes con- 
nected as in Figure 64(a). The cathodes of the two diodes are tied together, 
and the junction is tied to one end of the load resistor. The other end of the 
resistor is tied to the center-tap C of the transformer secondary. The two 
halves of the secondary winding, AC and BC, may be a center-tapped wind- 
ing as shown, or may be separate windings. Some way must always be pro- 
vided to connect the load to a point midway in potential between A and B. 


(3) The part AC of the secondary winding may be considered a voltage 
source which produces a voltage of the shape shown in Figure 64(b). This 
voltage is impressed on the tube V, and the load resistor R in series. During 
the half-cycle marked t, the plate of V) is positive relative to its cathode. 
Therefore, a current flows in the direction shown by the solid arrows. This 
current causes a voltage drop across R such that the upper end of R is more 
positive than the lower end. During this same half-cycle the voltage across 
BC makes the plate of V2 negative relative to its cathode, as in (c), and this 
tube is nonconducting. A half-cycle later, at t2, the voltages on the plates of 
thettwo tubes are reversed, V2 now is conducting and V; nonconducting. The 
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Figure 64. Full-Wave Rectifier Circuit 
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current which passes through V2 flows in the direction indicated by the dotted 
= arrows. This current also produces a positive pulse of voltage across the 
load resistor, as at t2 in (f). A comparison of (d) with (e) shows that only 
one tube is conducting at any given instant. The electron current contributed 
by V2 flows through the external circuit R in the same direction as the electron 
current contributed by V). 


(4) Since there are two pulsations of current in the output for each cycle 
of the applied alternating current, the full-wave rectifier is more efficient 
than the half-wave rectifier, has less ripple effect, and may be used fora 
much wider variety of applications. 


D. BRIDGE RECTIFIER. (1) If four rectifiers are connected as shown in 
Figure 65(a), the circuit is called a bridge rectifier. The input to such a cir- 
cuit is applied to diagonally opposite corners of the network, and the output is 
taken from the remaining two corners. 


(2) During the first half-cycle of the applied alternating voltage (Figure 


65(b)), point A is positive with respect to point B. During this interval the 
voltage across AB may be considered to be impressed across a load 
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Figure 65. Bridge-Hectifier Circuit 
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consisting of V3, load resistor R, and V, in series, The voltage applied 
across these tubes makes their plates more positive than their cathodes, 
and a current flows in the path indicated by the solid arrows. The wave- 
form of this current is shown in (c) and (d), One-half cycle later, V) and 
V3 are nonconducting, and a current (Figure 65(e) and (f)) flows through 
ecben V2 and V4 and the load resistor in the direction indicated by the dot- 
ted arrows. The current through the external load R is always in the same 
direction. This current in flowing through R develops a voltage of the type 
shown in (g). The bridge rectifier is a full-wave rectifier since current 
flows in the load during both halves of a cycle of the applied alternating cur- 
rent, 


(3) One advantage of a bridge rectifier over a conventional full-wave 
rectifier is that with a given transformer the bridge circuit produces a volt- 
age output nearly twice that of the full-wave circuit. This may be shown by 
assigning values to some of the components in Figures 64 and 65, Assume 
that the same transformer is used in both figures and that the peak voltage 
developed between A and B is 1,000 volts. In the full-wave circuit in Figure 
64, the peak voltage from the center tap C to either A or B is 500 volts. 
Since either V,; or V2 is conducting at any instant, the maximum voltage 
that can be rectified at any instant is 500 volts. Therefore, the maximum 
voltage that can be developed across the load resistor R is 500 volts, less 
the small voltage drop across the tube which is conducting. In the bridge 
circuit in Figure 65, however, the maximum voltage that can be rectified is 
the full voltage of the secondary of the transformer, or 1,000 volts. There- 
fore, the voltage than can be developed across the load resistor R is 1,000 
volts less the voltage drop across the two tubes which are conducting. Thus 
the full-wave bridge circuit produces a higher output voltage than the con- 
ventional full-wave rectifier does with the same transformer. 


(4) A second advantage of the bridge circuit is that the inverse voltage 
across each tube is half the inverse voltage impressed on a tube in a conven-~ 
tional full-wave rectifier which is designed for the same output voltage. For 
example, if the two circuits are to produce the same output voltage, the trans - 
former secondary in the full-wave rectifier (Figure 64) has to have a 2,000- 
volt peak developed across it, while that for the bridge rectifier (Figure 65) 
has only a 1,000-volt peak. When V in Figure 64 is not conducting, its plate 
is made negative relative to its cathode by a maximum voltage of 1,000 volts. 
This negative voltage is called the inverse peak voltage, which is a stress 
that tends to cause breakdown within the tube. In Figure 65, however, when 
the tubes V} and V2 are not conducting, the maximum inverse voltage applied 
to the two tubes in series is 1,000 volts. The inverse peak voltage for any 
one tube is then 500 volts, which is half of the inverse voltage across either 
tube in Figure 64, 


(5) “Vacuum tubes are not used as widely in bridge-rectifier circuits as 
they are in other types of rectifier circuits because of the greater number of 
tubes required and because three separate filament transformer windings are 
needed, The filaments of V2 and V3 in Figure 65 are at the same potential, 
but the filament of V; is at a different potential from either V4 or V2. The 
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three filament transformers must be well insulated from each other and from 
ground because of the high potentials to which they are subjected. 
= es . 


E. METALLIC-OXIDE RECTIFIERS. (1) Certain combinations of thin films 
of metals permit electrons to,flow more readily in one direction than in the 
other. At least two combinations show this characteristic sufficiently well 
to warrant their commercial production for use as rectifiers, One combina- 
tion is a thin film of copper oxide on a copper plate. The other is an especial- 
ly prepared film of selenium on a metallic surface such as iron. These 
metallic -oxide rectifiers generally are represented by the symbol shown in 
Figure 66. The triangular part of the figure may be considered to be an 
arrowhead which points in the direction in which current may pass through 
the rectifier most easily. In the copper-oxide rectifier, current can pass 
from the copper -oxide to the copper much more easily than in the opposite 
direction. 


DIRECTION OF GREATEST CONDUCTIVITY 
Figure 66. Metallic-Oxide Rectifier - Schematic Kepresentat ion 


(2) Figure 67(a) shows a half-wave rectifier in which a metallic -oxide 
rectifier is used instead of a vacuum tube. Current flows freely from the 
copper -oxide to the copper when the former is more positive than the latter 
(at times t, and t3 in (b)). At time tz, when the copper is positive relative to 
the copper-oxide, a very small current flows, as indicated in (c). The volt- 
age output of this circuit is shown in (d). 
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Figure 67. Half-Wave Copper-Oxide Rectifier 


(3) Because the copper-oxide film is thin, the copper-oxide rectifier can- 
not withstand a very large voltage. Where moderate voltages must be used, 
several layers of copper and copper-oxide are built up into a stack. A washer 
of soft metal, generally lead, is placed between the elements to provide uni- 
form pressure between the copper and the copper-oxide. Because of the low 
inverse voltage which causes breakdown, the copper~-oxide rectifier is not 
often used in the half-wave circuit shown in Figure 67. 


(4) Since a bridge-rectifier has a relatively low inverse -peak voltage 
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ALTERNATING 


across each rectifying element, this circuit (Figure 68(a)) generally is 
used with copper-oxide and selenium rectifiers. When the point A is posi- 
tive relative to point B, sections 1 and 3 conduct, as shown by the solid 
arrows. A half-cycle later, when B is positive with respect to A, sections 
2 and 4 conduct, as shown by the dotted arrows. The current in R is always 
in the same direction. Figure 68 (b) shows how the same circuit generally 
appears physically. 
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Figure 68. Copper-Oxide Full-Wave Rectifier 


(5) A transformer seldom is used to raise the voltage applied to a 
copper-oxide rectifier because of the low inverse~peak voltage rating. The 
bridge circuit is especially advantageous in this case because it eliminates 
the need for a transformer to provide a center tap for full wave rectification, 
and because it reduces the inverse -peak voltage. 


(6) This type of rectifier is particularly suitable for supplying a rela- 
tively large direct-current because the rings of copper and copper-oxide may 
be made large in area, and cooling fins may be employed easily with the 
stack of washers. The resistance of the selenium rectifier in the forward or 
conducting direction is less than that of the copper-oxide rectifiers. For 
this reason, the selenium rectifier is somewhat more efficient and can pass 
a greater current than can a copper-oxide rectifier of similar size. The 
metallic-oxide rectifiers are used to run small d-c motors, to operate re- 
lays, to supply bias, and to charge storage batteries. 


F. VOLTAGE DOUBLER. (1) A voltage doubler is a circuit in which two ca- 
pacitors are charged on alternate half-cycles and are so arranged that the 
voltages on the two capacitors add in the output. Such a circuit is capable of 
delivering at the output a voltage which is twice the peak voltage of the applied 
alternating voltage. 


(2) ‘The conventional voltage doubler is shown in Figure 69a). When 
point A on the transformer secondary is more positive than point B, a volt- 
age is impressed across the tube V] in series with capacitor C}. Since the 
plate of V} is more positive than its cathode, current flows around the cir- 
cuit as shown by the solid arrow. Capacitor C) is charged with polarity 
shown to a voltage equal to the peak voltage of the input sine wave. During 
the next half-cycle, since V1 does not conduct, and Cy discharges slightly. 
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Meanwhile, capacitor C2 is being charged by the current which flows through 
V2. This current flows in the direction shown by the dotted arrow. The out- 
put voltage is taken between point C and ground and therefore is equal to the 
sum of the voltages on C and C2 which is twice the peak voltage developed 
acrgss the transformer secondary, 
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Figure 69. Conventional Voltage Doubler 


(3) The waveforms of the input and output voltages are shown in Figure 
69 (b) and (c). Since a current flows in Vj only when the voltage across the 
transformer is greater than the voltage across C ] , Figure 69 (d) shows that 
current flows for only a very short time in each cycle. This current begins 
to flow when the input sine wave rises above the voltage on the capacitor and 
stops flowing as soon as the sine wave begins to fall away from its peak volt- 
age. Similarly, Figure 69 (e) shows that tube V2 conducts duririg the half- 
cycles in which V] is nonconducting. 


(4) The resistors R] and R2 have a very large resistance, generally about 
5 to 10 megohms each, These resistors are used to allow the charge on the 
capacitors to leak off when the power supply is turned off. This is necessary 
as a safety measure to prevent injury from the high voltage. 


(5) Because the energy delivered to the load must come from discharging 
the capacitors C) and C2 in series, the application of this type of circuit is 
limited to uses where the average load current is small. If a large current 
is drawn, the voltage across Cj and C2 falls off rapidly. However, if these 
capacitors are made large, i.e., about 10 microfarads, a large current can be 
supplied with reasonably good voltage regulation if the load is on for only a 
few microseconds at a time. When the capacitors are made large, the recti- 
fier tubes are likely to be damaged by the excessive peak current that flows 
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during the short period of conduction. To protect the rectifier tubes in such 
a case, resistors of a few thousand ohms resistance are placed in series 
with the rectifiers. 


(6) A different form of voltage-doubling circuit is the cascade voltage 
doubler (Figure 70 (a)). When point B becomes positive, V; conducts and Cj 
charges nearly to the peak transformer voltage and with cate sity as shown. 
During the next half-cycle, point A is positive and V) is nonconducting. V2 
conducts, however, and charges C2 to nearly twice the peak transformer 
voltage because of the combined effect of the transformer and C, in series. 


(7) The circuit of Figure 70 (a) may be extended to perform multiplica- 
tion of the transformer voltage by any integral factor. Figure 70 (b) shows a 
voltage quadrupler. 
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Figure 70. Cascade Voltage Doubler 


(8) Voltage multiplying circuits are used where it is inconvenient to use 
a transformer large enough to supply the high voltage required or where it 
is desired to obtain sufficient plate voltage to operate properly small vacuum 
tubes from a 115-volt a-c source without using a transformer. The voltage 
regulation in either type of voltage multiplier is poor if the average load 
current exceeds a few milliamperes. 


1€. FILTER,CIRCUITS. A. GENERAL. (1) The output voltage of a rectifier 
always has the same polarity, but its magnitude fluctuates about an average 
value as the successive pulses of energy are delivered to the load. In Fig- 
ure 7] the average voltage is shown as the line which divides the waveshape 
so that area A equals area B. The fluctuation of voltage above and below 
this average value is called ripple. The frequency of the main component 


85 


of the ripple for the full-wave rectifier output shown in Figure 71 is twice 
the frequency of the voltage which is being rectified. In the case of a half- 
wave rectifier the ripple has the same frequency as the input alternating vdlt- 
age. Thus, if the input voltage is obtained from a 60-cycle-per~-second 
source, the main component*of the ripple in the output of.a half-wave recti- 
fier is 60 cycles per second and in a full-wave rectifier is 120 cycles per 
second, 
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Figure 71. Average Value of a Rectifier Output 


(2) The output of any rectifier is composed of a d-c voltage and an alter- 
nating ripple voltage. For most applications, the ripple voltage must be 
reduced to a very low amplitude, The amount of ripple that can be tolerated 
varies with different eppiicatiene of vacuum tubes. 

é 

(3) A circuit which eliminates the ripple voltage from the rectifier out- 
put is called afilter, Filter systems in general are composed of a combina~ 
tion of capacitors, ors, inductors, and in some cases resistors. 


B, CAPACITANCE FILTER. (1) Ripple voltage exists because the rectifier 
supplies pulses of energy to the load. The fluctuations can be reduced con- 
siderably if some energy can be stored in a capacitor during the pulses and 
then allowed to discharge from the capacitor between pulses. 


(2) Figure 72 (a) shows the output of a half-wave rectifier. This pulsating 
voltage is applied across a filter capacitor r C to supply the load R (Figure 72 
(b)). Since the rate of charging C is limited only by the reactance of the 
transformer secondary and the plate resistance of the tube in the rectifier, 
the voltage across the capacitor can rise nearly as fast as the half-sine wave 
voltage output from the rectifier. The capacitor C, therefore, is charged to 
the peak voltage of the rectifier within a few cycles. The charge on the capa~- 
citor represents a storage of energy. When the rectifier output drops to 
zero, the voltage across the capacitor does not fall immediately. Instead, 
the energy stored in the capacitor is discharged through the load during the 
time that the rectifier is not supplying energy. The voltage across the capa~ 
citor falls off slowly if a large capacitance is used, and the amplitude of the 
ripple therefore is decreased (Figure 72 (c)). 


(3) After the capacitor has been charged, the rectifier does not begin to 
pass current until the output voltage of the rectifier exceeds the voltage 
across the capacitor. Thus, in Figure 72 (c) and (e), current begins to flow 
in the rectifier when the rectifier output reaches a voltage equal to the capa- 
citor voltage. This occurs at some time t,; when the voltage has a magnitude 
of E). Current continues to flow in the rectifier until slightly after the peak 
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of the half-sine wave, at time tz. At this time the sine-wave voltage is 
falling faster than the capacitor can discharge. A short pulse of current 
which begins at t; and ends at to is supplied, therefore, to the capacitor by 
the power supply. 


INPUT 


VOLTAGE INPUT TO FILTER 
FROM RECTIFIER VOLTAGE OUTPUT FROM FILTER 


Figure 72, Capacitance-Filter Action 


(4) The average voltage of the rectifier output is shown in Figure 72 (a) 
and (d). Because the capacitor absorbs energy during the pulse and delivers 
this.energy to the load between pulses, the output voltage can never fall to 
zero, Hence, the average voltage of the filtered output is greater than that 
of the unfiltered input, as shown by Figure 72 (c) and (e). However, if the 
resistance of the load is small, a heavy current is drawn by the load and the 
average d-c voltage falls. For this reason, the simple capacitor filter is not 
used with rectifiers which must supply a large load current, 


C. INDUCTANCE FILTER. (1) Since an inductor resists changes in the mag- 
nitude of current flowing through it, an inductor can be placed in series with 
the rectifier output to help prevent abrupt changes in the magnitude of the cur- 
rent. A circuit such as shown in Figure 73 (a) is called an inductance filter. 


(2) Suppose input from a half- or full-wave rectifier (Figure 73 (b) and 
(c), respectively) is made to the circuit in (a). The dotted waveforms in 
Figure 73 (d) and (e) show the type of load current that is supplied with a 
pure resistance load and no filtering. If an inductor is added in series with 
the load resistor, the current is modified as shown by the solid curves in 
(d) and (e). The modification takes place because the inductance of the load 
tends to prevent the current from building up or from dying down. If the in- 
ductance can be made large enough, the current becomes nearly constant. 


(3) The inductance prevents the current from ever reaching the peak 


value that is reached without the inductance. Consequently, the output voltage 
never reaches the peak value of the applied sine wave. Thus a rectifier 
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whose output is filtered by an inductor cannot produce as high a voltage as 
can one whose output is filtered by a capacitor, However, the inductance 
filter permits a larger current drain without a serious change of output 


voltage. 


. = RESISTANCE INDUCGTANGE 
LOAD. = === LOAD 
" a Se ee : _ var 
INPUT Ri oap 
(a) : 7 . ? 
Rs . i Ne / Br 
(c) (e) 4 ve \ ' ‘ 
: i Ag ‘; is 
a a , Fae 
LOAD CURRENT 


VOLTAGE INPUT TO FILTER FROM RECTIFIER 


Figure 73. Inductance-Filter Action 


(1) The ripple voltage present in a 


D. INDUCTANCE-CAPACITANCE FILTER. 
cases by either the 


rectifier output cannot be eliminated adequately in man 
simple capacitor or inductor filter. Much more effective filters can be’ 
made if both inductors and capacitors are used. The capacitors store and 
release energy, while the inductors simultaneously tend to prevent change in 
the magnitude of the current. The result of these two actions is nearly to 
remove the ripple from the rectifier output and to produce a voltage with an 


almost constant magnitude. 


(2) Two inductance -capacitance filters are shown in Figure 74. In the 
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Figure 74. Inductance-Capacitance Filters 
circuit of (a), the capacitor C] has infinite impedance to the d-c voltage but 
a very low impedance to the ripple voltage, so that most of the ripple volt- 
age is bypassed by C,. The remaining ripple voltage at A encounters a very 


high impedance in the inductor L,. What little ripple voltage passes from 
A to B is largely shunted to ground by the low impedance of C2. The result 
is that the voltage at point B has very little ripple. A similar analysis may 
be made for the circuit of (b). 


(3) Inductors which are used in rectifier filter circuits generally are 
called chokes because they serve to choke or stop the passage of the ripple 
current into the load. A circuit of the form of Figure 74 (b) is calleda 


choke -input filter since the input to the circuit passes through a choke coil. 
The circuit in (a) is called a capacitor-input filter for a similar reason. 


(4) When a load is placed on a power supply, the terminal voltage gen- 
erally falls, This fall of voltage, expressed in percent, is called regulation. 
A circuit has poor regulation if a large drop occurs in the terminal voltage 
when full load is applied. 


(5) A capacitor -input filter at no load produces a terminal voltage which 
is nearly equal to the peak voltage of the applied alternating voltage. As the 
load is increased, the terminal voltage falls, because the current drawn by 
the load prevents the capacitor from retaining its charge. The capacitor- 
input filter is undesirable for applications which require a large current, be- 
cause the peak currentthat must flow in the rectifier tubes to charge the 
input capacitor may either damage the tubes or require the use of large, 
expensive ones. Since the output voltage falls considerably as the load cur- 
rent is increased, this type of filter is said to have relatively poor regula - 
tion (curve a of Figure 75). It may be used, however, where the load is 
light or relatively constant, : 
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Figure 75. Effect of Load on Terminal Voltage of Capacitor and Choke Input Filters 


(6) At no load the output voltage of the choke-input filter is nearly equal 
to the peak voltage of the sime-wave applied. This high voltage can be ob- 
tained, because, with no load being drawn, capacitor C3 in Figure 74 (b) can 
be charged to the peak voltage. However, if only a small load current is 
drawn, the output voltage falls sharply to some lower value (curve b of Fig- 
ure 75). This sharp drop occurs because the inductance of L2 prevents a 
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surge of current from charging C3 to the peak voltage, as happened to Cy in 
Figure 75 (a). However, as the load increases beyond the value indicated at 
A in Figure 75, there is very little change in output voltage, except for the 
drop that takes place in the resistance of the two choke coils L2 and L3. 
Since the voltage at the output of this filter changes very little over a wide 
range of load, this circuit has good regulation. In practice, a fixed load (or 
bleeder) which will draw a current of the magnitude A usually is put across 
the terminals of the filter to prevent the large change of voltage which takes 
place between no load and A. , 


E, RESISTANCE-CAPACITANCE FILTER. (1) In some applications a resistor 
may be substituted for an inductor in a filter circuit. Since the filtering 
action of the circuit with the resistor is not as effective as that of an inductor, 
such a filter is used only where some ripple may be tolerated. A resistance - 
capacitance filter is not used where large load current must be supplied be- 
cause of the excessive voltage drop that takes place across the filter resistor. 
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Figure 76. Resistance-Capacitance Filtew 


(2) In Figure 76, the capacitor C, is made large enough to have a very 
low impedance to the ripple frequency. The d-c component of the voltage at 
A sees an infinite impedance looking into C;, and 50,000 ohms looking into 
R} in series with the load. The d-c component therefore drives a current 
through R,;. The ripple component of the voltage sees a very low impedance 
looking into C, anda relatively high impedance looking into Rj. Most of the 
current produced by the ripple voltage therefore passes through C). A little 
of this current passes through Rj and a very small ripple voltage tends to 
appear at B. However, the capacitor C2 offers a lower impedance to the 
ripple frequency than the load does, and most of the remaining ripple at B 
is shunted by C3. 


(3) The resistance -capacitance filter is used in oscilloscope power sup- 
plies. In other applications this type of filter is used to keep the screen- 
grid of a pentode at a constant*potential, and as a decoupling network to iso- 
late the variations of voltage at the plate of an amplifier. 


F, EFFECT OF FREQUENCY. (1) Most power-supply units are designed for 
operation from a-c power lines whose frequency is 60 cycles per second, 
However, if the frequency of the input voltage is increased, the rectifier and 
its filter can be made smaller and lighter. The filters can become smaller 
because, as the frequency is increased, the reactance of a given capacitor 
decreases and the reactance of a given inductor increases. Therefore, much 
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more effective filtering can be obtained with the same circuit elements. 
Another important factor js that transformers of, the same ratio of trans ~ 
formation and power rating become smaller in size and lighter in weight as 
the frequency is increased. In order to save weight and space, some special 
equipments are designed for operation from an 800-cycle-per-second source. 


1S, VOLTAGE REGULATORS. A. GENERAL. (1) A device which causes the 
output voltage of a power supply to remain constant, in spite of changes of 
load current drawn from the power supply or changes in the input voltage, is 
called a voltage regulator. Electronic voltage regulators most frequently are 
used with rectifier power supplies. Other types of regulators generally are 
used with rotating machines. 


(2) The regulator which is used to stabilize the output voltage of a recti- 
fier usually takes the form of a variable resistance in series with the out- 
put. This variable resistance and the load resistance form a voltage divider. 
The variable element is controlled so that the voltage across the load is held 
constant. t 


(3) Figure 77 shows a simple circuit which demonstrates this principle. 
The variable resistor R and the resistance of the load comprise a voltage 
divider which is connected across the rectifier output terminals. All the 
load current passes through R and causes a voltage drop across it. If the 
rectifier output voltage rises, the voltage across the load rises in propor- 
tion. To counteract this rise, the resistance R is increased so that a greater 
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Figure 77. Fundamental Voltage Regulator 


portion of the available voltage appears across R. The voltage across the 
load therefore is held constant if the resistance of R is increased sufficiently 
to neutralize the increase of rectifier output. If the resistance of the load 
increases, a greater fraction of the available voltage appears across the 
load. Therefore, the resistance of R must be increased in order to hold the 
voltage across the load constant. 


(4) In the system shown in Figure 77, the resistor R must be varied 
manually according to the reading of the voltmeter. If the voltmeter reading 
increases, R must be increased; if the voltmeter reading decreases, the re- 
sistance of R must be decreased. This same type of action must take place 
in all of the voltage regulators that are to be discussed. The more complicated 
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circuits which follow are more desirable than this simple circuit because 
they are more accurate and can respond more quickly to changes. 


B. GLOW-TUBE REGULATOR. (1) Ina glow-discharge tube, such as the neon- 
glow tube, the’ voltage across the tube remains constant over a fairly wide 
range of current through the tube. This property exists because the degree 

of ionization of the gas in the tube varies with the amount of current that 

the tube conducts. When a large current is passed, the gas is very highly 
ionized and the internal impedance of the tube is low. When a small current 
is passed, the gas is lightly ionized and the internal impedance of the tube is 
high. Over the operating range of the tube, the product (IR) of the current 
through the tube and the internal impedance of the tube is practically constant. 


(2) A simple glow-tube regulator is shown in Figure 78. The load cur~ 
rent and the current that flows in the neon-glow tube both pass through the 
series resistor R, If the supply voltage drops, the voltage across the neon 
tube tends to drop. Instead, the gas in the neon tube deionizes slightly and 
less current passes through this tube. The current in R is decreased by 
the amount of this current decrease in the tube. Since the current through R 
is less, the voltage drop across R is less. If the resistor is of the proper 
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Figure 78. Glow-Tube Voltage Regulator 


value relative to the load and to the glow tube which is used, the voltage 
_ across the load is held nearly constant. In any case, the value of R must 
not be so large that the neon will not fire. 


(3) Glow tubes such as the 874, OA3/VR75, OC3/VR105, and OD3/VR150 
are designed to operate at different useful values of voltage. The letters 
"VR" refer to the tube's function as a voltage regulator. 


(4) In applications where a regulated voltage in excess of the voltage of 
one glow tube is required, two or more may be placed in series (Figure 79). 
This permits several regulated voltages with small current drains to be 
obtained froma single rectifier power supply. 


(5) The voltage required to cause ionization of the glow tubes when the 
circuit is first energized is approximately 30 per cent greater than the oper- 
ating terminal voltage. The voltage quickly drops to the operating value as 
the tube begins to conduct. In order to maintain stable operation, the tubes 
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should be operated within their maximum and minimum current ratings. In 
the case of the OA3/VR75, OC3/VR105, and OD3/VR150 tubes, a minimum 
current of 5 milliamperes should flow through the tube, and the maximum 
current should be kept below the maximum rated current of 40 milliamperes. 
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Figure 79. Use of Several Glow Tubes in Series to Obtain Stabilized High Voltage 


C,. SIMPLE VACUUM-TUBE REGULATOR. (1) A vacuum tube may be considered 
as a variable resistance. When the tube is conducting a direct current, this 
resistance is simply the plate-to-cathode voltage divided by the current 
through the tube and is called the d-c plate resistance,R,. For a given plate 
voltage the value of Rp depends upon the tube current, which in turn depends 
upon the grid bias. 


(2) The variable resistance R of Figure 77 can be replaced by a vacuum 
tube (Figure 80) since the vacuum tube is also a variable resistance. The 


‘effective resistance of V) in the circuit is established initially by the bias 


on the tube, Assume that the voltage across the load is at the desired value. 
Under this condition, the cathode is positive relative to ground by some volt~ | 
age E,. The grid can be made positive relative to ground by a voltage E2 
which is less than FE}. The potentiometer R2 is adjusted until the bias, which 
is E) - E2, is sufficient to allow V) to pass the desired load current. With 
this bias, the resistance of V) is established at the proper value to reduce 

the rectifier output voltage to the desired load voltage, 


(3) If the rectifier output voltage increases in the circuit of Figure 80, 
E—, and therefore the negative bias on V will increase also, This tends to 
reduce the current flowing through V) and thus brings the voltage drop E, 
across the load down again. 


(4) The resistor R, is used to limit the grid current, and is necessary in 
this particular circuit because the battery is not disconnected when the power 
is turned off. However, the battery can be eliminated from the circuit by use 
of a glow tube to supply a fixed bias for the grid of the tube (Figure 81). In 
this circuit, the grid voltage is held constant by the glow tube V2. The action 
of the circuit is exactly the same as the action of the circuit shown in Figure 
80. 
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Figure 80. Simple Vacuum-Tube Voltage Regulator 


(5) The output voltage of the simple voltage regulators shown in Figures 
80 and 81 cannot be absolutely constant. As the rectifier output voltage in- 
creases, the voltage at the cathode of V; must rise slightly if the regulator 
is to function. However, if the characteristics of the tube V, are carefully 
chosen, the rise of load voltage is not large. 
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Figure 81. Simple* Vacuum-Tube Voltage Regulator 


(6) The voltage regulators of Figures 80 and 81 are greatly superior to 
those discussed before, because the amplification of tube V); permits opera- 
tion of the regulator on small variations of load voltage, whether the varia- 
tions are caused by supply -voltage fluctuations or changes in load. For ex- 
ample, in Figure 81, if the load resistance decreases, the load current in- 
creases and lowers the voltage EF by the increased voltage drop in V;}. The 


cathode of V; therefore becomes less positive than before, and the bias on 
Vj is decreased, since this bias is made up of EF} - Ez. The decrease in 
bias lowers the resistance of V sufficiently to allow the load voltage to rise 
to normal, The result is that the total resistance across the power source 
is less, but the voltage division is changed to provide the desired voltage 
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across the load. 


D. IMPROVED VOLTAGE REGULATOR. (1) A very stable voltage regulator 
can be made by taking advantage of the high-amplification possible with a 
pentode vacuum tube. This voltage regulator (Figure 82) produces an out- 
put voltage which is independent of fluctuations in the a-c supply and changes 
in load over a wide range. 
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Figure 82. Improved Voltage-Regulator Circuit 


(2) The screen voltage of V2 is the regulated voltage output of the regu- 
lator. The potential of the cathode of V2 is held at a constant positive value 
by the glow tube V3. The grid potential of V2 is a voltage selected by the 
potentiometer Ry. This potentiometer is set so that the grid voltage is less 
positive than the cathode by an amount which causes V>? to pass a certain 
plate current. This plate current flows through the plate load resistor Rj 
and causes a drop across it. The magnitude of the voltage across R) is the 
bias on tube V}. Therefore, the adjustment of the potentiometer Rq4 establishes 
the normal resistance of V}. This adjustment is used to set the value of 
load voltage which the regulator is to maintain. 


(3) If the load voltage tends to rise,whether from a decrease in the load 
current or from an increase in the input voltage, the voltages on the control 
and screen grids of V2 also tend to rise, the cathode voltage remaining 
practically constant. V2 then conducts more heavily (because the bias is 
smaller and the amplification factor larger) and draws more current through 
R ,.The increased voltage drop in Rj, which is the bias voltage for V, 
causes the plate resistance of V; to increase. A larger portion of the avail- 
able voltage appears across the highex resistance of V;, and the load voltage 
remains practically constant. The action is similar if the load voltage tends 
to fall. 


(4) A pentode is used for V2 because of the high amplification possible 
with this type of tube. The use of such a tube makes the output voltage much 
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more constant since small variations of load voltage are amplified sufficiently 
to cause operation of the circuit. 


(5) The anode of the glow tube V3 is connected to the cathode of V2 and 
to the regulated voltage output through resistor R2. It is necessary to con- 
nect the glow tube to B+ in this way in order to cause the gas in this tube to 
ionize when the power supply is first turned on. 


(6) All of the load current must pass through V,. For this reason, this 
tube must be capable of passing a large current. In some regulators a single 
tube does not have sufficient capacity to pass the required current, and in 
such cases, several identical tubes may be put in parallel. 


E. VOLTAGE STABILIZER. (1) A circuit which is designed to remove from 
a rectifier output the fluctuations that may occur in an a-c line is calleda 
voltage stabilizer. It differs from a regulator in that it does not control the 
average value of the output voltage, but it does remove the a-c components 
superimposed on the direct voltage. 
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Figure 83. Voltage-Stabilizer Circuit 


(2) One type of voltage stabilizer is shown in Figure 83. Slow changes in 
the rectifier output voltage do not affect this circuit because such voltages 
cannot pass through the coupling capacitor C,. However, the ripple voltages 
and transient voltages are coupled to the grid of V;. If the transients attempt 
to raise the rectifier output voltage, the grid of Vj is driven in a positive * 
direction, causing V) to pass a larger current. The increased drop across 
the plate load resistor caused by the increased plate current cancels the rise 
of voltage caused by the transient. Thus, the voltage remains relatively con- 
stant. In the same way, a negative swing of input voltage reduces the current 
flowing in V, and in Rj, thereby stabilizing the output voltage of this circuit. 


(3) If the amplification of the tube is 1, a 10 volt rise at the grid causes a 
10 volt drop at the plate. This property makes this circuit very useful in 
applications.where the a-c supply voltage is likely to fluctuate badly, or where 
it is impractical to include an adequate filter to eliminate ripple from the 
output. 
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SECTION VII 
CATHODE-RAY CSCILLOSCOPE APPLICATIONS 


20. OBSERVATION OF WAVEFORMS. A. GENERAL. (1) The cathode-ray os- 
cilloscope is most generally used in the observation of waveforms in elec- 
trical circuits, Since it is the voltage waveshape that is commonly required, 
the electrostatic cathode-ray tube is generally used in test oscilloscopes. 
The electromagnetic cathode~ray tube is a current-operated device. It is 
used for certain applications other than general testing where its properties 
make it more suitable than the electrostatic tube. 


(2) In order to obtain an accurate representation of the voltage waveform, 
a few precautions must be observed. For the protection of both the operator 
and the oscilloscope, the approximate magnitude of the voltages in the circuit 
under test must be known, Dependable data can be obtained from the oscillo- 
scope only if its sensitivity and its frequency characteristics are known. To 
make certain that the waveform will not be distorted, it is essential that the 
manner in which the distortion takes place be understood and that precautions 
be taken to minimize such distortion. 


B, INPUT CIRCUIT. (1) The input to most oscilloscopes is between an in- 
put terminal and ground. The input terminal is almost always coupled through 
a capacitor to the grid of a voltage amplifier. The capacitors used seldom 
have voltage ratings in excess of 600 volts. Unless the approximate magni- 
tude of the voltage under test is known, damage to the oscilloscope through 
breakdown of the input capacitor may easily result. 


c; VOLTAGE DIVIDERS. (1) Insome cases, it may be necessary to observe 
waveforms in circuits where the voltage is much greater than the components 
within the oscilloscope can withstand. A voltage divider may be used in such 
instances to reduce the voltage to a value that will not damage the equipment. 
In any case, however, it is very important that the oscilloscope be adequately 
grounded. Grounding the oscilloscope is a precaution that must be taken for 
the protection of the operator, since a failure of some part of the voltage di- 
vider can raise the potential of the whole oscilloscope to a dangerous level if 
the case is not solidly connected to ground. 


(2) If the voltage divider is a capacitance divider, a wise precaution is to 


shunt each capacitor with a high resistance, in order to maintain proper volt- 
age distribution across the chain. In Figure 84, two voltage dividers are 
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shown. In Figure 84 (a), the voltage across C2 is one-tenth of the voltage 
across Cj, owing to the capacitance alone. However, the leakage resis~- 
tances Rj and R2 may be of such values that they divide the voltage by a very 
different ratio. If this is true, the voltage distribution across the capacitors 
will be upset, and one of them may break down. To prevent this unbalanced 
distribution of voltage, resistors R3 and R4 may be added, as in Figure 84 
b), Since the leakage resistance of a good capacitor is of the order of 1,000 
megohms, R3 and R4 fix the voltage division at the same ratio as do the 
capacitors, and the voltage divider may be easily designed to withstand the 
high voltage. 
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Figure 84. Typical Voltage Dividers 


D. FREQUENCY RANGES. (1) The range of sweep frequencies in a given os- 
cilloscope is usually indicated directly on the front panel of the instrument. 
The frequency range that the vertical and horizontal amplifiers are capable 
of amplifying properly is given in the manufacturer's instruction book. As a 
rule, only the best oscilloscopes use amplifiers which will amplify a voltage 
whose frequency is below 20 cycles per second or above 100,000 cycles per 
second. Such instruments are satisfactory for most uses, but distortion is 
likely to occur when sawtooth or rectangular wave shapes of a high recur~ 
rence rate are investigated. High-grade oscilloscopes are capable of am- 
plifying over a broader frequency range, and they may; therefore, be used on 
rectangular and sawtooth waveshapes of high recurrence rates without dis- 
torting the shape of the waveform. 


—. DEFLECTION SENSITIVITY. (1) The deflection sensitivity of an oscillo- 
scope may be defined as the distance in millimeters that the spot is moved on 
the screen when 1 volt is applied to the deflecting plates, expressed in milli- 
meters per volt. The most accurate way of measuring this quantity is to 
apply a known d-c potential directly to the deflecting plates and to measure 
the distance that the spot is moved by this voltage. Most electrostatic ca~ 
thode-ray tubes have sensitivities which are less than 1 millimeter per volt. 
This same figure may be expressed in terms of voltage required to move the 
spot 1 inch. To convert from millimeters per volt to volts per inch, divide 
25.4 by the sensitivity in millimeters per volt. 


(2) When it is desired to use the amplifier with the oscilloscope, the gain 
of the amplifier must be calibrated. However, a more direct procedure is to 
set the gain control to a value that is satisfactory, apply sine-wave voltage to 
the input terminal, and measure the amplitude of the deflection on the screen. 
The magnitude of the input sine-wave voltage may be measured with an 
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accurate a-c voltmeter. Most a-c voltmeters indicate the root-mean-square 
(rms) value of voltage, but the deflection of the spot ow the screen is propor- 
tional to the peak voltage of the sine wave. The total height of the image on 
the screen is proportional to the amplitude of the sine wave from the positive 
peak to the negative peak (peak-to-peak voltage). To convert the rms volt- 
age to peak-to-peak voltage, therefore, the meter reading must be multiplied 
by 2.828. Thus, the effective sensitivity of the oscilloscope in volts per inch 
is the peak-to-peak voltage applied divided by the peak-to-peak amplitude 

of the trace. If the gain control is changed, the effective sensitivity will 
also change. It must be remembered that the sensitivity of the cathode-ray 
tube is not affected by the use of the amplifier. The only factor changed is 
the amplitude of the voltage applied to the deflecting plates. 


F, STRAY PICK-UP. (1) In order to avoid pick-up of stray signals, the 
leads from the circuit under test to the oscilloscope should be as short as 
possible. If the leads are long, a greater voltage can be induced in them by 
any stray field which may be present than if they are short. The pick-up 
may be so disturbing in some cases that it will be almost impossible to use 
the oscilloscope. A few things can be done to reduce the effect on the @scil- 
loscope of stray fields. First, the cathode-ray tube itself must be very 
carefully shielded from all stray fields. In most cases, this shielding is 
provided by the aquadag within the tube and by a metallic shield outside the 
tube. Second, the common side of the oscilloscope circuit should be con- 
nected to a ground point in the circuit under test and to a good external 
ground connection. This connection will aid in eliminating most of the stray 
voltages that are picked up by the leads. Third, a low capacitance coaxial 
cable may be used to reduce still more the effects of stray fields. 


G. DISTORTION. (1) Several sources of distortion are possible in observ- 
ing waveforms, While distortion can be eliminated by simple precautions in 
some cases, it can be very difficult to eliminate in other cases. 


(2) Perhaps the most obvious point at which distortion can enter is in the 
deflection amplifier. It is important, therefore, to know the frequency re- 
sponse of the amplifier being used, so that an estimate miay be made of the 
possibility of distortion for a given signal. 


(3) If the sweep is non-linear, the shape of the wave on the screen will 
not be a true picture of the voltage under test. However, if the oscilloscope 
is not defective, the sweep will generally be linear enough for moSt purposes, 


(4) When signals of relatively high frequency are to be observed, the time 
of fly-back may become an appreciable fraction of the period of the signal. 
To avoid distortion from this source, it is well to adjust the sweep frequency 
so that several cycles of the signal appear onthe screen. 


(5) If the magnitude of the synchronizing voltage is too great, the image 
may be distorted by the fact that the sweep is terminated too soon. This may 
be avoided most simply by setting the synchronization control to zero while 
the sweep frequency is being adjusted. When the sweep frequency is as nearly 
as possible some integral sub-multiple of the signal frequency, the image will 
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be almost stationary on the screen. The synchronizing voltage should then 
be turned up just enough to stop the apparent motion of the image on the 
screen. 


- (6) In general the input impedance of the oscilloscope will be much 
higher than the impedance at the point under test. The oscilloscope will not, 
therefore, change the time constant nor the voltage at the point, and a true 
picture of the voltage may be observed. In some circuits, however, the im- 
pedance is very high (up to 100 megohms), and the oscilloscope will change 
the voltage or the time constant so radically that it will be impossible to 
obtain a true picture. 


(7) The input capacitance of an oscilloscope is generally small (of the 
order of 20-60 micromicrofarads), but it may be sufficient to alter the 
characteristics of a video amplifier or the tuning of a high-frequency oscil- 
lator. 


(8) When one specific type of equipment is to be maintained, many of 
these sources of distortion become meaningless. When, for example, the 
same oscilloscope is used with the same pair of leads to check a given set 
of wave shapes, the distortion will always be the same. If the waveshapes 
through the system are recorded when the system is operating properly, 
the maintenance testing need consist only of a comparison of the waveshapes 
obtained with the recorded standard waveshapes. In such a case, it is not 
necessary to eliminate all distortion,because the test will consist of a com- 
parison of two sets of data that are distorted in the same way. It is desira- 
ble to eliminate distortion as much as possible in order that the operation of 
the circuit under test may be better understood; however, successful testing ~ 
may be.performed regardless of distortion, if the same test equipment is 
used the same way in every check. 


21. OSCILLOSCCFE AS A MEASURING DEVICE. A. D-C VOLTMETER. (1) 

The electrostatic cathode~-ray tube is a voltage-operated device. The amount 
vf deflection of the spot is proportional to the magnitude of the voltage applied 
to the deflecting plates. If the deflection sensitivity of the cathode-ray tube 

is known, the oscilloscope can be used as a voltmeter on either direct or 
alternating voltages. The oscilloscope has the advantage of extremely high 
input impedance when the voltage to be measured is applied directly to the 
deflecting plates. However, since both the range of voltage and the accuracy 
of indication are less than that available in commercial d~c voltmeters, the 
oscilloscope is not widely used for measurement of d-c voltage. 


B. A-C VOLTMETER. (1) The cathode-ray oscilloscope is a better device 
for measuring alternating voltages than most conventional a-c voltmeters. 
The principle difficulty with the oscilloscope is the calibration of its deflec- 
tion sensitivity. If this factor can be determined accurately, the magnitude 
of an alternating voltage can be determined very simply. The advantages of 
an oscilloscope as an a~e voltmeter are its very high input impedance, its 
ability to measure equally well voltages of a very wide frequency range, and 
its ability to indicate magnitude regardless of waveform. The oscilloscope 
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measures the peak value of the a-c voltage applied. The standard a-c 
meters show the rms value of a sine-wave a-c voltage, which may be con- 
verted to a peak value, but the results may be very misleading for voltages 
whose waveforms are other than sinusoidal. 


C. AMMETER. (1) The electromagnetic cathode-ray tube is a cumrent- 
operated device. It could be used, therefore, to measure current magni- 
tudes directly if it were calibrated. This type of tube, however, is rarely 
used in test oscilloscopes. The electrostatic cathode-ray tube, on the other 
hand, is widely used in test oscilloscopes, and may be used to measure 
currents indirectly. If the current to be measured is passed through a cali- 
brated resistor, the resulting voltage across the resistor may be indicated 
on the oscilloscope screen. By application of Ohm's Law, the current may 
be calculated. 


D. WATTMETER. (1) The same method that is used to measure current can 
also be employed to measure power. It is known that the power dissipated 
in a resistor is equal to the product of the current through the resistor and 
the voltage across it, (EI). The power dissipated in the resistor may there- 
fore be expressed as 


and by substituting in this expression the voltage measured. by the oscillo~ 
scope, the power may be calculated, 


22.. LISSAJOUS FIGURES. A. GENERAL. (1) A Lissajous figure is a pat- 
tern created on an oscilloscope screen when sine wave voltages are applied 
to both the horizontal and vertical deflecting plates. One type of Lissajous 
figure is a circle. The principle use of the Lissajous figure is the determi- 
nation of an unknown frequency by comparison with a standard frequency. 


B.DEVELOPMENT OF A SIMPLE FIGURE. (1) The development of one type 

of Lissajous figure is shown in Figure 85. The ratio of the frequencies 
applied to the two plates is 1:2, It does not matter what the actual frequency . 
is. The important point is that the frequency on the vertical deflecting plates 
is twice that on the horizontal deflecting plates. If the two voltages are in 
phase ~- that is, if both voltages are passing through zero and going positive 

at the same instant ~ a figure-eight pattern will be traced (Figure 85 (a)). As 
the phase changes slightly, the pattern will change as shown in (b), (c), and 
(d). When the phase angle is 90°, the loops close in, as in (c). If the phase 
angle is greater than 180° the pattern will be inverted, as in (d). 


C. INTERPRETATION OF PATTERN. (1) One feature that all these possible 
images have in common is that the horizontal line A-A or B-B (Figure 85 
(a))will touch the pattern at two points. This is true even for the line tangent 
to the top of (c), because the trace passes the point 1 on the figure twice dur- 
ing-each cycle. Likewise, a vertical line, such as C-C in (d), will touch the 
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VOLTAGE APPLIED TO VERTICAL 
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VOLTAGE APPLIED TO HORIZONTAL 
DEFLECTION PLATES 


Figure 85. Lissajous figures for 1:2 Frequency Ratio 
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pattern at only one point. It is from these points of tangency that the ratio 
of the two frequencies may be obtained. The means of determining the ra- 
tio of the frequencies may then be stated as 


Frequency applied to hori- Number of points at which the fig- 
zontal deflection plates ure is tangent to a vertical line 
Frequency applied to verti- Number of points at which the fig - 
cal deflection plates ure is tangent to a horizontal line. 


(2) Miscellaneous figures. In Figure 86 several varieties of Lissajous 
figures are shown. The ratio is indicated in each case. Unless the oscillo- 
scope screen is very large, ratios of higher than 10:1 are difficult to inter - 
pret. The circle shown at Figure 86 (a) is the simplest type of Lissajous 
figure. The pattern at (b) is for a 2:] ratio. Compare this with the pattern 
shown in Figure 85, The patterns in (e) and (f) indicate the complexity 
that may be encountered in ratios of a higher order. 


es 


(a) RATIO 1:1 (b) RATIO 2:1 


(c) RATIO 1:5 (d) RATIO 10:1 
BSS SSF 
(e) RATIO 5:3 (f) RATIO 6:5 


Figure 86. Lissajous Figures for Various Ratios 


23. MEASUREMENT OF SHORT TIME INTERVALS. A. LINEAR TIME BASE. (1) 


When it is required to measure time intervals by means of an oscilloscope, 
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it is desirable for the spot to move a uniform distance along the screen dur- 
ing each interval. If such motion of the spot can be obtained, the trace may 
be very simply calibrated with a linear scale, and the accuracy of measure- 
ment will be the same at all parts of the sweep. However, if the motion is 
not uniform, the accuracy of measurement will vary. A non-linear sweep 
may be useful for some applications. 


B.SYNCHROSCOPE. (1) An oscilloscope which has a sweep of very short 
duration generated only when a synchronizing signal is provided, is calleda 
synchroscope. Synchroscopes have several calibrated sweeps, which are 
approximately 50 microseconds, 200 microseconds, and 1,000 microseconds 
in duration. Such instruments are useful in observing the shape of very 
short pulse voltages. They may also be used to measure the duration of 
pulses or the time between two pulses. The sweep may be synchronized 
from an external source or from an internal oscillator. 


(2) In general, an oscilloscope with a fast sweep, or a synchroscope, will 
have a sweep voltage of the kind shown in Figure 87 (a). The voltage rises 
very quickly to its maximum value along the line A-B, which may be as 
short as 50 microseconds, as shown. In order that the very swiftly moving 
spot may produce a visible trace on the screen during this very short time, 
a positive gate pulse of the same duration as the sweep is applied to the grid 
to increase the number of electrons that flow in the cathode-ray beam. Dur- 
ing the time BC, the spot does not move. Unless the grid potential were re- 
duced by the trailing edge of the gate pulse, a very bright spot would appear 
at the right hand end of the trace, and the screen might be damaged at this 
point. 


(a) 


fe) 


CATHODE 


(b) BIAS 
C.0. 


Figure 87. Sweep Voltage and Gate Voltage for Synchroscope 


C.EXPANDED SWEEPS. (1) For accurate measurement of time intervals, 

it is desirable to extend the sweep, which may also be called a time base, so 
that a longer line will represent the same interval of time as the single 
straight line considered before. Obviously, the time base can be extended by 
using a large cathode-ray tube, but tubes which have screens larger in 
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diameter than 7 inches are rather awkward in size. Various means, there- 
fore, are employed to produce a longer trace on the more convenient sizes 
of cathode-ray tubes. 


(2) One way of producing a longer time~-base line on a given oscilloscope 
screen is to trace a circular line around the screen instead of a single 
straight line across it. The circular trace is approximately three times 
longer than the single straight trace, so that a given time interval is shown 
by an arc three times longer. This permits a more accurate measurement 
of the time interval. For some applications, a spiral trace will extend the 
accuracy of the time-interval measurement well beyond the accuracy possi- 
ble with a single straight trace. This is especially useful with relatively 
long time intervals which must be measured with great accuracy. 


(3) Another simple way of extending the length of the time base is to 
make the trace double back on itself, and to separate the forward and back- 
ward traces. This can be done simply by applying waveforms of the type 
shown in Figure 88 (a) and (b). At the instant A, the spot is pulled up by the 
square wave on the vertical deflecting plates to the point A in Figure 88 (c). 
The spot moves linearly from A to B as the voltage increases on the horizon- 
tal deflecting plates. When the spot arrives at B, it is pulled down to C by 
the decrease in voltage on the vertical plates. At the same instant, the 
voltage on the horizontal deflecting plates begins to decrease ata linear rate, 
and the spot retreats from C toward D. At D, the voltage on the vertical de- 
flecting plates is suddenly increased, and the spot jumps to point A, having 
traced a rectangle. The rectangle doubles the length of the trace and, there - 
fore, permits greater accuracy in the measurement of time intervals. 


(4) A third method of increasing the length of the time base is the use of 
the "zig-zag" trace. By this method, 10 or more horizontal lines can be 
traced, and high accuracy oF time measurement is possible for long time 
intervals. 


D. TIME-BASE CALIBRATION. (1) When the sweep on an oscilloscope is to 
be used as a time base, it must be calibrated if the measurement of time 
intervals is to be made accurately. Calibration is frequently accomplished 
by applying the output of a shock~-excited oscillator to the vertical deflecting 
plates. The oscillations are produced in this oscillator by the same pulse 
which initiates the sweep. The sine waves produced divide the time base 
into intervals equal to the period of one cycle. To make this calibration 
more precise, the sine waves are sometimes shaped into sharp pulses which 
may be applied to the deflecting plates to produce pips, or to the grid of the 
cathode-ray tube to produce equally spaced bright spots. 
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Figure 88. Rectangular Pattern Used to Extend Length of Time Base 
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SECTION VIII 
RELAY TECHNIQUES 


24. INTRODUCTION. A. TYPES OF RELAYS. (1) Fundamentally, a relay is 
a switch which is actuated by an electromagnet. It is designed to make or 
break a circuit when current through its coil is caused either to flow or to 
cease flowing ~ or in other cases is merely varied in magnitude. Relays 
can be divided into three rather distinct types according to current carrying 
capacity of their contacts: (1) contactors, capable of handling heavy currents 
at power yoltages, used for the control of motors, etc.; (2) industrial relays, 
capable of handling smaller amounts of power than contactors but having 
greater sensitivity and power economy, used in power supply switching cir- 
cuits; and (3) quick-acting, multiple-contact (telephone) relays, designed to 
handle small currents at moderate voltages, used in control circuits and in 
pulsed circuits for counting, storage, delay, etc. : 


(2) Contactors are used in computing equipment for such applications as 
motor ~-generator set and blower motor control. The coils are usually oper- 
ated from commercial power supply systems and are designed with tempera-~ 
ture rise as the basic limitation. The contacts are large and may be equipped 
with blow~out coils or other forms of arc-extinguishing devices. Since con- 
tactors are relatively large and positive in action their maintenance presents 
no great problem and will not be discussed further in this section. 


(3) ‘Industrial relays are frequently used in computing equipment for 
switching a-c and d-c power supply circuits to provide required time delay 
or sequencing of operations. They are designed With power economy and sen-~- 
sitivity as limitations more than heating. The contacts are capable of handling 
smaller amounts of power than contactors and are not equipped with arc~- 
extinguishing means. The armatures are held open by gravity or by means 
of a separate spring, usually of the coil type. 


(4) Quick-acting, multiple-contact (telephone) relays are used extensively 
in computing equipment, They are usually small in size and are designed for 
quick reliable operation on small amounts of power. The contacts are small 
and are mounted on leaf springs. The armature has a short stroke and is 
held open by the contact springs instead of by a separate coil spring. Since 
large numbers of these relays are used in computing equipment, this section 
will bear mainly on this type of relay. 
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B. RELAY CHARACTERISTIC. (1) The sensitivity of a relay depends on the 
values assigned to the following factors: 


1. Contact pressure. This determines the operating force for which 
the magnet must be designed. 


2. Contact deflection and tolerance. The necessary contact de- 
flection, multiplied by the proper lever arm ratio, determines 
the minimum stroke of the armature at the air gap. To this 
must be added the minimum variation in stroke required for 
manufacturing tolerance to obtain the maximum required 
stroke. 


3. Differential current sensitivity. In some cases the relay is 


designed to release on a current value other than zero. 


4, Minimum air gap, This is determined by the residual mag~ 
netism of the relay core and frame. It may be limited by a 
stop, or it may be inherent, as that provided by beryllium 
copper reed-type hinges. 


5. Size and weight. Increasing the coil size will increase the 
, sensitivity, but the mass of the armature, and the long time 
constant of the inductive circuit will make the relay slug- 
gish. Small sizes are generally used to permit quick action. 


(2) A quick-acting relay of the telephone type operates in about 10 to 20 
milliseconds; shorter times are obtained with special designs or circuits. 
Relays are generally called high-speed" when their pick-up time is 5 milli- 
seconds or less. Such operation is possible with relays of the polar (keying) 
type which are also inherently sensitive. 


(3) Delay in pick-up or drop-out may be provided by a number of ex- 
ternal devices such as motors, escapements, dashpots, mercury tubes, ther- 
mal elements, etc. Short delays on the order of 0.1 second on operate and 
0.35 second on release are obtained inherently by means of copper slugs or 
sleeves built into the relay. A slug is a heavy copper toroid which consti- 
tutes a low-resistance short-circuited turn around the relay coil. A slug will 
delay the drop-out time of a relay more than it will the pick-up time. If the 
slug surrounds the coil at the end opposite the armature, it will delay the 
closing time much less than it would if it were located near the armature. A 
sleeve ~ that is, a slug extending the full length of the core ~ will produce a 
greater delay in pick-up and drop-out than will an equal amount of copper in 
the form of an end slug. Delay in pick-up is also obtained in some applica- 
tions by the use of capacitor-charging or other delay-introducing electrical 
circuits. 


C.CONTACTS. (1) In general a relay is used to control a load. Whena re- 
lay contact closes it must energize the load. While the contact is closed it 
must carry the load current. Upon opening, the contact must break the load 
current. The current handled by the contact during these three states may 
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vary widely depending upon the nature of the load. The reliability of a con- 
tact depends upon many factors, among which are: 


1. contact material 
2. contact pressure 

7 3. contact deflection and follow through 
4, contact size (in relation to current 
5, arrangements for arc suppression, 


(2) The principal materials used for contacts are silver, tungsten, and 
platinum. Gold and molybdenum are sometimes used as well as special al- 
loys such as platinum iridium, copper tungsten, silver tungsten, silver tung- 
sten-carbide, silver molybdenum, silver molybdenum-carbide and other 
alloys having gold, palladium, silver, or platinum as a base. 


(3) The material chosen for a contact depends upon such factors as: 


1, type of load 

2. type of break (slow or quick) 
3. frequency of use 

4. voltage and current. 


A circuit containing an inductive load is hore difficult to break than one con~ 
taining resistance only,since the stored energy of the inductance is generally 
dissipated in the arc at the breaking contact. If an alloy with a low melting 
point is used, the contacts may fuse together. A slow break will permit the 

-_ normal circuit voltage to build up a sustained arc across the contacts. The 
use of arc suppression circuits will help prevent this. 


(4) The characteristics of some of the basic contact materials are as 
follows: 


1. Silver, Pure silver and silver alloys are used where the ser- 
vice is not severe. Silver has high electrical conductivity, 
high thermal conductivity, and low contact resistance. The 
oxides are also relatively good conductors. Also silver is 
inexpensive. The chief disadvantages are that it is soft and 
has low melting and boiling points. These properties produce 
a tendency for the contacts to sustain arcs and to weld. 


2. Tungsten. Tungsten has high melting and boiling points, is 
tough and of sufficient hardness, It has the disadvantages of 
having relatively high contact resistance and of requiring 
high contact pressure, 
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3, Platinum. Platinum is usually alloyed with iridium to in- 
crease its hardness and wear-resistant qualities. The alloys 
have a very high melting point and do not oxidize. They are 
generally used on sensitive relays which operate at low con- 
tact pressures and where low contact resistance and freedom 

ns from possibility of fusion are required. 
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4, Palladium. Palladium is similar in many respects to platinum 
and is used in a similar manner, either pure or in alloys. 


(5) Contact pressure plays a very important part in reliability. In ordi- 
nary service a thin film of dust or dirt usually forms on the contacts. If the 
contact pressure is insufficient, this layer may prevent the contacts from 
making actual metal-to-metal contact. Frequency of use also affects re- 
liability since a contact which is frequently used is less likely to accumu- 
late a layer of dust or dirt. 


(6) The contact pressure for a particular relay is determined during the 
design of the relay since it is balanced with such considerations as coil wind- 
ing, number of contacts, sensitivity, speed, air gap, mechanical design, and 
contact deflection and tolerance to produce a relay having characteristics 
suitable for the application. Contact pressure may vary between models of 
the same type; therefore, no arbitrary statement regarding correct value of 
contact pressure can safely be made. 


(7) The contact deflection is made up of (a) the physical separation of the 
contacts and (b) the follow through. The surge voltage produced on opening © 
and the arcing characteristics determine the minimum physical separation 
required on the contacts. Separation of contacts on the telepone relays is 
but a few thousandths of an inch. 


(8) Follow-through is the name given to that part of the contact motion 
after physical contact has been made. In the telephone-type relays such mo- 
tion is necessary so that contact pressure can be built up on the spring- 
mounted contacts. The follow-through provides a slight wiping action which 
tends to keep the contacts clean. 


D. RELAYS AS CIRCUIT ELEMENTS. (1) A relay coil is an inductive ele- 
ment having two values of inductance - one with the armature open and a 
higher value with it closed. When voitage is applied to the relay coil, the 
current begins to build up as shown in Figure 89, Voltage is placed across 
the coil at time Tl. At some later time, T2, the current has built up to the 
pick-up point and the armature begins to close. The armature closes dur- 
ing the time T2 - T3, and, in so doing, generates a back voltage (counter emf) 
which opposes the applied voltage. The armature accelerates as it closes, 
and as a result, the counter emf increases until the armature closes at T3. 
The increased counter emf reduces the current as shown. When the armature 


.is closed the counter emf no longer exists, and the full line voltage gain 


appears across the coil. 


(2) The closing of the armature increases the inductance of the coil; the 
current, therefore, builds up at a slower rate from T3 until it reaches its 
final value at time T4. 


(3) If the relay coil is kept energized over an extended period of time, 
the coil heats and the resistance increases. This causes the current to de- 
crease slightly during the interval T5 to T6. 
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Figure 89. Current Growth and Decay ina Relay Coil 


(4) When the coil circuit is opened at time T7, the current decreases in 
a manner depending upon the arc-suppression methods used. In Figure 89 
the current shown would result if a rectifier were connected across the coil 
to permit a gradual discharge of current. (This method of arc suppression 
will be discussed in more detail in a later paragraph.) The current decreases 
until the drop~out point is reached when the armature begins to open. As the 
armature opens it generates a back voltage in the same direction as the origi- 
nal energizing voltage. This causes a slight increase in the decay current 
until the armature is fully opened at time T8. When the armature is fully 
open the inductance of the relay is lower, and the current decreases ata 
faster rate until it reaches zero at time T9. 


(5) When a circuit containing an inductive element - such as a relay coil - 
is broken, the voltage induced by collapse of the magnetic field tends to main- 
tain the flow of current and an arc forms if some type of arc suppression is 
not used. The induced voltage at the break may be many times the normal 
voltage applied but does not reach that peak value due to the formation of the 
arc. The energy stored in the magnetic field of the inductance is dissipated 
in the form of heat in the arc. 

—E. DROPPING RESISTORS. (1) 60-volt relays are sometimes used with 
suitable dropping resistors to permit operation from a 120-volt supply. This 
shortens the operate time of the relay by providing a high initial voltage 
across the relay coil to increase the rate at which the current builds up to 
the pick-up point. This may be seen by examining Figure 90. 


(2) If no dropping resistor is used and the relay is operated by a 60-volt 
supply as shown in Figure 90 (a), the closing of Sj applies 60 volts to the re- 
lay coil, the voltage marked Ex) in Figure 90 (c) starting at the time To. The 
current will build up as shown by the curve 1}. The relay will close at time 
T2 when the current Ij reaches the pick-up value. 
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Figure 90. Effect of Dropping Resistor on Pick-Up Point 


~ (3) If the dropping resistor is used as shown in Figure 90 (b), the closing 
of switch S2 will apply 120 volts to the series combination of relay and re- 
sistor., At the initial instant, due to the inductance of the relay, nearly all 
the 120 volts will appear across the relay coil and very little across the re- 
sistor as shown by curve Ex? in Figure 90 (c). As the current starts to flow, 
the voltage drop across the resistor increases and the voltage across the 
coil decreases by the same amount. The voltage across the relay coil will 
continue to decrease until it reaches a steady-state value determined by the 
dropping resistor. The current Iz through the relay will rise ata faster rate 
due to the higher initial voltage, and will reach the pick-up value at time T) 
iy is earlier than the time T2 for pick-up in the circuit shown in Figure 
90 (a). 


(4) The pick-up time of a Clare Type K relay with a 60-volt, 2500-ohm 
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coil is on the order of 11 milliseconds when operated on 60 volts directly. 
By using a 2500-ohm dropping resistor and operating on 120 volts, the pick- 
up time is reduced to 7 or 8 milliseconds. The drop-out time is not affected, 
being about 3 to 4 milliseconds in either case. 


25. ARC SUPPRESSION. A. GENERAL. (1) Visible sparking at the contacts 
of a relay may be due to flashing as the contacts close, to arcing as the con- 
tacts break, or to a combination of the two. Both flashing and arcing are 
detrimental since they damage the contacts by burning and pitting. In addi- 
tion, the sharp peaks and the oscillations involved produce radio-frequency 
interference which may cause trouble in other circuits or equipments. 


(2) Flashing on the make of the contact is usually caused by high inrush 
current, but it may be aggravated by bounce of the contacts. Inrush currents 
of many times normal may be drawn by loads such as tungsten-filament 
lamps, a-c solenoids, motors, capacitors, or rectifiers feeding into a capaci- 
tance filter network. It is sometimes necessary to provide special inrush- 
reducing or current-limiting circuits to reduce flashing. 


(3) Some arcing may be expected on the break of any unsuppressed con~ 
tact except in the case of negligible loads. Contacts operating in a-c circuits 
having moderate voltages and currents do not, in general, require suppres- 
sion. In a-c circuits the voltage across the contacts passes through zero 
twice each cycle, extinguishing any arc that may tend to form. Once extin- 
guished the arc will not re-establish itself. 


(4) Contacts operating in d-c circuits containing inductive elements such 
as solenoids, relay coils, and motor fields will arc on the break unless ade- 
quate suppression means are provided. When a contact in a d-c inductive 
circuit begins to open, the current starts to diminish, but the decrease in cur- 
rent and the resulting collapse of the magnetic field induces a voltage in the 
inductance proportional to the rate of change. This induced voltage aids the 
flow of current. The induced voltage does not prevent a change in current, 
for its existence depends upon the existence of a rate of change of current. 
The induced voltage will, however, make the change of current more gradual. 
The inductance will act for the moment as a source of high voltage as it sup- 
plies energy to maintain the flow of current, and this excess voltage will 
appear between the opening contacts. The induced voltage is high enough to 
cause an arc to form at the contacts and current will continue to flow through 
the arc, although at a diminishing rate. The current will diminish just 
rapidly enough to supply the induced voltage needed to maintain the current 
until the current has diminished to zero and the transient period of decay is 
ended. 


(5) There will always be a perfect balance between the voltage needed to 
maintain current in the circuit and the voltage induced in the inductance. If 
the induced voltage were too small to maintain current through the arc after 
the contact has just opened, the current would have to cease at once, or at 
least would diminish more rapidly. A more rapidly diminishing current 
would induce a greater voltage, however, until the induced voltage did become 
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sufficient to maintain the current. If the current stopped instantly, an in- 
finite voltage would be induced; this, of course is impossible, for an infinite 
voltage would maintain a current no matter how rapidly the switch were 
opened. The relation between induced voltage, current, and time could be ex- 
pressed approximately in an equation, but for this discussion it will be suf- 
ficient to say that the more rapidly the contacts are opened, the higher the 
induced voltage will be. The only limit to the induced voltage is the amount 
of voltage needed to maintain the current. 


(6) There are four major methods of arc suppression: 


resistor across contacts 
capacitor across contacts 
capacitor across inductance 
rectifier across inductance. 


Dm Wh 


All of these methods are based upon providing an alternate path for the decay 
current, The energy stored in the inductance is dissipated as heat in the var- 
ieus resistances in the circuit instead of in an arc at the contacts. When ca- 
pacitors are used in a suppression circuit, flashing may result unless a re- 
sistor is placed in series with the capacitor to limit the charging current. 


(7) The needéfor, as well as the effectiveness of, arc suppression circuits 
may be checked by visual inspection of the contacts under operation, by the 
use of headphones connected across the coil of the inductance, or by the use 
of an oscilloscope. In general, the visible checking of arcing in a subdued 
light or darkness will prove sufficient. If it is not possible to darken the 
room, the headphone method may be used. Arcing or flashing will be heard as 
an irregular cracking or rushing noise; harmless eigen peaks occurring 
after suppression will be audible as sharp clicks. A final check may be made 
by observing, on an oscilloscope, the voltage across the inductance and 
contacts and the current through the inductance and contacts (as observed 
across a small series resistor). 


(8) The four major types of arc suppression are explained in detail in 
succeeding paragraphs. In each case the relay coil is considered the induct- 
ance since in computing circuits relay coils are the most common inductive 
load encountered. All eontacts are shown as normally open, although theory 
app}ies equally as well to normally closed contacts, the only difference being - 
the greater susceptibility of the latter to "bounce" troubles. No attempt is 
made to evaluate any one method as being superior since the suitability de- 
pends upon many factors - relay speed, space, economy, location of compo- 
nents, etc. 


B. RESISTOR ACROSS CONTACTS. (1) A resistor connected across the relay 
contacts will reduce the arcing since it allows a gradual decay of the stored 
energy of the inductance. This method is not frequently used since it is then 
not possible to open the load circuit completely, If the resistor is made suf- 
ficiently large to reduce the current to a negligible value, the arc suppressing 
is nullified. 
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D. CAPACITOR ACROSS THE CONTACTS. (1) A capacitor connected across 
the relay contacts will permit the stored energy of the inductance to be dis- 
sipated in an ordinary oscillatory discharge. A resistor is usually con- 
nected in series with the capacitor to limit the discharge current. A cir~- 
cuit of this type, together with typical waveforms, is shown in Figure 91. 


(2) The action of the capacitor can be analyzed as follows: with the con- 
tacts open, the capacitor is charged to supply voltage. When the contacts 
close, the capacitor is short-circuited and discharges, the resistor limiting 
the discharge current. As shown in the curve Ic in Figure 91, the high peak 
is followed by the gradual build-up of current in the relay coil (L) and the 
dip caused by the closing of the armature as previously explained. When 
the current through the contacts (I) drops to zero, the current through the 
coil charges the capacitor as shown both by the decrease in I; and the peak 
in Ipc. Since this is a series RLC circuit, the action will be oscillatory; it 
will, however, decay in about two cycles. The relay armature releases on 
the initial dip of the coil current as indicated by the "drop-out" irregularity 
on the I, ‘curve. 


(3) The proper values for the capacitor and resistor are best determined 
experimentally. The capacitor should be selected first; progressively larger 
sizes should be chosen until there is no evidence of arcing. In general, 
quick-acting telephone -type relays will require between 0.1 and 0.5 micro- 
farads. The resistor should be large enough to prevent visible flashing, but 
should not be so large that arcing occurs or the break of the contact. An 
arbitrary method is.to first determine the minimum size that will prevent 
flashing, then next find the maximum size possible to use without arcing, 
and finally select a value half-way between these limits. 


(4) After determining the values by the method outlined above, a safety 
factor may be included by increasing one of the components to the next 
larger size. Mechanical fatigue of the contact springs or other wear-induced 
changes in the relay may slow the contact break and cause the contacts to 
start arcing. Increasing the values of the components will compensate for 
these changes. 


D. CAPACITOR ACROSS INDUCTANCE. (1) A capacitor connected across 

the inductance in the circuit will, when the contacts open, dissipate the 
stored energy in what might be considered a tank circuit. This arrangement 
together with typical waveforms, is shown in Figure 92. The resistor is 
added to limit the charging current of the capacitor. 


(2) The circuit functions in much the same manner as the capacitor - 
across-~-contact arrangement except that the energy stored in the inductance is 
dissipated in a tank circuit instead of through the power supply circuit. Also 
the capacitor is initially uncharged and is charged from the power supply as 
the contacts close. This method is convenient to use when a number of con- 
tacts control one relay since only one capacitor and resistor need be used. 

It is especially useful when the controlling contacts are distributed throughout 
a number of chassis. 
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Figure 91. Arc Suppression by Capacitor Across ltelay Contacts 
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(3) The method of selecting component values is similar to that used in 
the capacitor-across-contact arrangement. If dropping resistors are used 
to speed the closing of the relay, no current-limiting resistor need be used 
since the dropping resistor limits the charging current. A circuit of this 
type is shown in Figure 93. 


R 
DROPPING 
RESISTOR 


Figure 93. Arc Suppression by Dropping Kesistor 


—, RECTIFIER ACROSS INDUCTANCE. (1) An effective method of arc sup- 
pression uses a rectifier shunted across the load inductance. A circuit of 
this type is shown in Figure 94, together with typical waveforms. The re- 
sistor in series with the rectifier is, in some cases, necessary to limit the 
current'to within the rated value. 


(2) The rectifier is connected in the circuit so as to oppose the conven- 
tional current flow from the power supply when the contacts are closed, A 
relatively small leakage current may flow since the back resistance is not 
infinite. When the contacts open, the rectifier shorts the inductive discharge 
and the stored energy is dissipated in a gradual decay of current through the 
rectifier and series resistor. Since the rectifier has a very low resistance 
in the conducting direction, there is no induced high voltage built up across 
it, 


(3) The rectifier can be a diode, a selenium rectifier, or a germanium 
crystal. Diode vacuum tubes are seldom used due to gost, space, and wiring 
considerations. Selenium rectifiers are relatively large. Germanium crys- 
tals are perhaps the most widely used, their application being limited by 
their low voltage rating - 60 to 90 volts ~ and thus small current-handling 
ability. 


(4) In using a rectifier for suppression, the breakdown voltage must be 
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less than the supply voltage. The peak discharge current must be less than 
the maximum current rating of the rectifier. This peak current may be cal- 
culated by: 


= E* ” 
\(peak) 4 Ry, + Rp 


where E = supply voltage 
Ry, = resistance of relay coil 


Rr = resistance of series resistor 


The resistance (Rp) chosen should be sufficient to limit this peak current to 
well below the rating of the rectifier. 


26. INTERFERENCE REDUCTION. A. GENERAL. (1) Arcing, flashing, and 
sparking at electrical contacts generate impulses of a steep-wavefront char - 
acter which may be picked up by sensitive electronic circuits. These pulses 
cause interference by appearing as "hash" or spurious pulses which pro- 
duce errors in computing circuits and malfunctioning in control circuits. The 
interference may be picked up by leads, may enter circuits ditectly, or may 
enter by power lines. 


(2) Typical sources of interference are d-c relay contacts, a-c relay 
contacts, cam-operated contacts, and commutators. Interference may be 
produced by such devices even though they are not a part of the immediate 
equipment since disturbances may be propagated along power lines. 


(3) Due to the nature of the circuits used in computing equipment, the 
pick-up is usually inductive rather than radio-frequency in nature. The r-f 
components may produce noise in adjacent r-f equipment, however. 


(4) In many cases the interference can be reduced or eliminated at its 
source by suppression, filtering, or shielding. If this does not prove suf- 
ficient or feasible, such precautions as separation of lines and leads, shield- 
ing at the point of pick-up, filtering near the circuits affected, and more 
thorough grounding may be employed. In designing circuits, limiters and 
clippers are sometimes included to eliminate possible interference from 
low-level variations or "hash"'. 


B. REDUCTION AT SOURCE. (1) The are suppression circuits described in 
detail in Paragraph 25 of this section will eliminate visible arcing on d-c 
contacts to prevent contact damage; in so doing they will also eliminate most 
of the interference. Some additional interference reduction may be required, 
however. \ 


(2) Contacts in a-c circuits may require arc suppression for interference 
reduction even though there is little danger of contact damage. The circuits 
described in the preceding paragraph, with the exception of the rectifier type, 
are suitable for use with a-c contacts. 
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(3) Where arc suppression circuits do not sufficiently reduce the inter- 
ference (or in a location where it is not feasible to place the necessary com- 
ponents) a filter circuit may be used to prevent a-c lines from carrying the 
interference. In some cases it may be necessary to use an LC type filter 
with the inductance in the a-c line to prevent the disturbances from gaining 
access to the a-c distribution system. 


C, REDUCTION OF PICK-UP. (1) Physical separation of relay -pulsed or 
interference -bearing leads from other leads in sensitive electronic circuits 
will reduce the possibility of inductive pick-up. If physical separation alone 
is not sufficient, shielding of either or both sets of leads further reduces the 
possibility of interference being picked up. The shields should,of course, 

be adequately grounded. 


(2) The importance of adequate grounding in interference reduction can- 
not be over-emphasized,. ''Floating' grounds are particularly likely to pick 
up and carry interference to sensitive portions of the equipment. The ex- 
clusive use of power line grounds is, in general, inadvisable due to the pos- 
sibility of picking up interference produced by equipment farther out on the 
distribution system. In one specific case, spurious pulses appearing on a 
power line ground were fed into an inadequately grounded circuit through an 
oscilloscope ground connection. 


(4) Filtering at or near the point where the interference produces trouble 
is sometimes employed. In one case spurious pulses were produced by an 
inverter stage. Upon investigation, the trouble was found to be caused by 
interference picked up by a power supply lead. The fluctuations appearing 
at the plate of a gate tube were applied to the grid of the inverter stage 
through the coupling capacitor, causing spurious pulses to appear at the 
inverter output. The trouble was remedied by installing a small filter ca- 
pacitor from the plate supply to ground. 


27. CONTACT FORMS AND ARRANGEMENT. A. GENERAL. (1) The relay cir- 
cuits used in computing equipment for such functions as counting, storage, 
translation, control, etc., are quite complex. However, when broken down 
into individual stages, the circuits are found to be made up of combinations 
of simple relays. A thorough knowledge of the basic principles of operation 
of a simple relay will prove to be an advantage in understanding the com- 
plex circuits encountered. 


(2) The most simple form of relay is shown in Figure 95 (a). The dia- 
gram symbolizes a movable armature (1) which is pulled toward the magnet 
core, closing relay spring contacts (1) and (2) and completing the circuit. 
This type of contact is known as Form A, make, or normally -open contact. 
Figure 95 (b) shows other commonly used contact forms, The FormA, 
Form B, and Form C contacts are the most frequently used. 


B. CONTACT ARRANGEMENT. (1) Extensive use is made of the quick-acting 


multiple -contact, telephone-type relay in computing equipment. The short- 
hand descriptive code of Form A, etc., was developed to simplify the 
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(Cc) 4C CONTACT PILE-UP, (d) MAKE AND HOLD CONTACTS. 


Figure 95. Relay Forms and Contact Arrangements 
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description of multiple contact arrangements. This contact code, as shown 
in Figure 95 (b), is listed in Appendix A of The Manual of Standard Descrip- 
tions, JANP 109, and is in common use among relay manufacturers. The 
contacts, then, which are usually arranged in one or more stacks or pile- 
ups, may be specified by a description such as 1A2ZBIC, 4C, or 2C1D. 


(2) Due to the large number of relays used in a computer, it is common 
practice to standardize on a few types of relays. This facilitates design, 
construction, maintenance, and the handling of spare parts. One of the most 
commonly used types of relay is a quick-acting relay containing four Form 
C contacts as shown in Figure 95 (c). This relay provides a sufficient num- 
ber of contacts for most applications. If a greater number is needed, a num- 
ber of relays may be connected in parallel, or, for an extremely large num- 
ber of contacts, special relays may be employed. 


C, RELAY CIRCUIT ELEMENTS. (1) The coil circuit of each individual re- 
lay stage in a relay circuit may contain one or more of the following ele- 
mgnts: 


an energizing or make contact 
a hold or lock-in contact 

a disabling or release contact 
an enabling or set-up contact. 


mw he 


The hold contact is operated by its own relay coil while the others are oper- 
ated by other relay coils. The relay coil being energized may, in turn, con- 
trol similar contacts in the coil-operating circuits of other relays; it may 
also operate condition-indicating contacts to energize indicators or supply 
information to other circuits of an equipment. 


(2) A relay is energized when sufficient current flows through its coil to 
cause the relay to operate its contacts. The relay may be energized by 
various means, among which are (1) the closing of a normally -open contact 
such as a relay contact, push-button, or cam-operated switch, or (2) through 
the action of an electronic tube such as a vacuum tube plate circuit or 
grounding through the firing of a thyratron. If the energizing is accom- 
plished by means of a contact, the contact is called the make or energizing 
contact. In Figure 95 (d) the relay is made or energized by the closing of a 
normally~-open push-button switch. 


(3) After a relay has been energized it will release upon the opening of 
the make contact unless a holding contact is used. In Figure 95 (d) a typi- 
cal hold or lock-in contact is shown. This contact is operated when the relay « 
is energized and is connected in parallel with the energizing push-button so 
that the relay will remain energized after the energizing push-button is re- 
leased. 


(4) In order to release or de-energize a relay having a lock~in (hold) con- 
tact, it is necessary to include a Form B (normally-closed) contact in the B+ 
supply as shown in Figure 96 (a). In some cases the release contact may be 
located in series with the hold contact as shown in Figure 96 (b). The release 
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Figure 96. Helease and Enabling Contacts 


or disabling contact is operated by another relay, usually by a relay ina 
succeeding stage of the circuit. A disabling contact may also be operated by 
a preceding relay to prevent the relay from being energized or to reset the 
relay. 


(5) A normally-open enabling contact may be added in series with the 
make contact if it is required that a relay not operate until some predeter- 
mined sequence has occurred, or that a coincidence operate a relay - that 
is, operation similar to a gate or coincidence tube. This is shown in Fig- 
ure 96 (b). The Form A enabling contact prevents the Form A make contact 
from energizing the relay until the enabling contact closes. The enabling 
contact may appear in the B+ supply if control of both energizing and holding 
is required. 


D. RESETTING. (1) To reset a relay circuit is to restore it to some pre- 
determined condition. In general, a circuit is reset by de-energizing all of 
the relays. This may be accomplished by breaking either the B+ or ground 
connection. 
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—. SYMBOLS. (1) In simple relay diagrams it is customary to symbolize 
a relay in a simple mechanical manner by indicating the contacts at either 
end of the relay coil, the armature being assumed to move toward the coil 
when the coil is energized. In diagrams of circuits containing relays having 
a number of contacts operating in widely separated stages, it is not feasible 
to adhere to such presentation because of the resulting complexity of inter- 
lacing electrical lines, In these more complex diagrams the electric cir- 
cuit is drawn in a simple schematic manner with the relay contacts located 
where they occur in the circuit. The different forms of contacts (Form A, 
B, C,-.etc.) are drawn as standard symbols, and, in simple repetitive cir- 
cuits, the contacts may be connected to the coil which operates them by a 
dotted line. The position of the armature in relation to the coil is not signi- 
ficant. In non-repetitive, complex diagrams (such as are found in control 
circuits), the relay contacts may be coded to the operating coil by means of 
symbol numbers instead of being connected by dotted lines. 


(2) In diagramming relay circuits the following conventions are generally 
waees 


1, The d-c supply or B+ bus is shown at fhe top of the diagram or 
relay bank. The relays tie between:this bus and ground in con- 
ventional across~the-line manner. 

2. Relay circuits read from left to right. — 


3. Coil energizing and holding contacts are shown above the relay. 


4, Contacts connected to external (or indicating) circuits are 
shown above the relay. 


5. So far as possible, make or energizing contacts are shown first 
in order, followed to the right by the holding contacts. 


6, Where one stage of a circuit is composed of a number of relays, 
these relays are grouped together. Subsequent similar stages 
are shown in similar fashion. * 


28. STEPPING SWITCHES. A. GENERAL. (1) Stepping switches are a 
special type of relay used in computer circuits to perform three types of 
control operations; 

a. Selecting one circuit from among a number. 


b. Consecutively performing operations in separate individual 
circuits. 


c. Providing timed pulses at accurately spaced equal or unequal 
intervals, 


(2) Stepping switches consist essentially of one or more wiper arms, 
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fixed on a shaft which is moved by a pawl-and-ratchet mechanism. This 
mechanism is actuated by an electro-magnet, which responds to momentary 
impulses of current. At each impulse the pawl engages the ratchet, moving 
the wipers one step forward over a bank of contacts 


(3) There are two main types of stepping switches. These are referred 
to as direct~drive and spring-drive. 


DIRECT DRIVE - Operation of the stepping magnet drives the pawl 
into the ratchet and moves the wiper assembly; a detent holds the wipers in 
place when the stepping magnet is de-energized and the driving pawl is re- 
turned to normal by a spring. The switching operation is complete the 
moment the magnet operates; the circuit of the stepping magnet may be held 
closed for any desired time after the final step. With this method of oper- 
ation, the pawl is normally disengaged from the ratchet; thus, the wiper 
assembly can be returned to normal by simply disengaging the holding de- 
tent through the use of a release magnet. One type of direct drive stepping 
switch is shown in Figure 97. 


SPRING DRIVE - Operation of the stepping magnet moves the driving 
pawl out of the ratchet and drops it over the succeeding tooth, but does not 
move the wiper assembly. When the magnet is de-energized, the wiper 
assembly is driven forward by a spring. The switching operation is not 
completed until the magnet circuit is opened after the final step. As the pawl 
is at all times engaged in the ratchet, homing can be provided only by step- 
ping the wiper assembly forward. 


126 


™ 
= 
rm 
mM 
1 
a 
« 


WIPER 
RP 220I 


BANK INSULATOR 
RP 2210 


ZS 
Ld 


YOKE 
PSI 
RP5I2 = 
RELEASE | 
BEARING PIN abanistnenecsicimecaion 
- _—— 


% 
RELEASE ARMATUR 


ASSEM. 
RP2219 


CORE 


ROTARY 
ARMATURE 


BEARING PIN 
RP 1580 


ROTARY ARMATURE 
ASSEMBLY 
RP 2244 


a eae 


WIPER ASSEMBLY COLLAR 
RP 2218 


BANK CONTACTS 
EB S509 


COUNTERBALANCE 
RP 2231 


c 


WIPER ASSEMBLY 


RESTORING SPRING 


SAN MB 
RP 2225 


STOP PIN 
RP 2228 


* 


ARN A a 


RP 2077 


| \_WIPER ASSEMBLY STOP 


OFF NORMAL _ARM ROLLER 
RP 220 


ROTARY ARMATURE SPRING 
RP 


IPER ASSEMBLY STOP 


CAM_SPRING 
RP 2234 


BUSHING SPRING 
RP 2232 


MAKE SPRING 


CORE PAWL BEARING RP2233G 1 


ACH ROTARY PAWL e ORMA 
ap iod SPRING ASSEMBLY 


RP 2216 


ROTARY PAWL STOP 
RP 2226 


Figure 97, Direct Lrive Stepping Switch 


127 


BIBLIOGRAPHY 


This bibliography tabulates a number of books which the student techni- 
cian may find useful either for a more detailed treatment of subjects pres- 
ented in this book or for a discussion of specialized topics which have not 
been considered in the present book. Some of the books listed require 
relatively little mathematical background while others require,a knowledge 
of calculus for complete understanding. Books are grouped according to 
general subject matter, but a book may be listed in more than one group. 


Circuit Theory 
Knight and Fett: Introduction to Circuit Analysis, Harper and Brothers, 
1942, 
Timbie and Bush: Principles of Electrical Engineering, Wiley, 1940. 
Kerchner and Corcoran: Alternating Current Circuits, Wiley, 1943. 
Cruft Electronics Staff: Electronic Circuits and Tubes, McGraw-Hill, 1947, 
MIT Electrical Engineering Staff: Electric Circuits, Wiley, 1940. 
Electron Tube Circuits 


Seely: Electron-Tube Circuits, Mc Graw-Hill, 1950, 
Cruft Electronics Staff: Electronic Circuits and Tubes, Mc Graw-Hill, 1947. 
MIT Electrical Engineering Staff: Applied Electronics, Wiley, 1943. 
Cathode-Ray Oscilloscopes 
Bly: A Guide to Cathode-Ray Patterns, Wiley, 1943. 
Du Mont Laboratories: Du Mont Cathode-Ray Oscillograph, Types 304 and 
304-H, 1949. 
Relays 


Packard: Relay Engineering, Struthers-Dunn, Inc., 1945. 


128 


PX 29169 


, * INDEX 


A 


Abraham-Bloch multivibrator, 69 
Addition of sinusoids, 12 
Admittance, 28 
Ampere, 5 
Amplification factor, 42 
Amplifiers, 47 
broad-band, see video amplifiers 
cascade, 55 
class A, 47,54 
class AB, 47 
class B, 47,54 
class C, 47,54 
classifications of, 47 
degenerative, 58 
direct-coupled, 55 
distortion in, 53 
feedback, 58 
frequency characteristics of, 56 
gain of, 51 
load-line for, 48 
overdriven, 63 
power, 54 
quiescent operation, 48 
resistance-capacitance coupled, 
56 
transformer-coupled, 58 
tuned, 54 
video, 56 
voltage, gain of, 51 
Amplifier response, 56 
Amplitude distortion, 53 
Are suppression, 113 
Average value, 15 


B 


ry 


Beam power tube, 45 
Cc 


Capacitance, in an a-c circuit, 22 
interelectrode, 44 
stray, 40 

Capacitance-input filter, 89 


Cascade amplifiers, 55 

Cathode follower, 65 

Cathode-ray oscilloscope, 97 

Choke, 89 

Choke-input filters, 89 

Circuit, parallel, 8, 26 
series, 8, 24 

Clampers, 63 

Clippers, 61 

Complex quantities, 29 

Computer, analog, 1 
digital, 1 

Conductance, 9 

Contactors, 107 

Coulomb, & 

Counters, 72 

Cut-off frequency, 75 


D 


Deflection sensitivity, 98 
Degeneration, 58 
Deionizing potential, 45 
Delay line, 74 
Derivative, 14 
Differentiating circuit, 40, 61 
Diode, 41 
Diode clipper, 61 
Distortion, 53 
amplitude, 53 
frequency, 54 
in oscilloscopes, 99 
non-linear, 53 
phase, 53 
Doubler, voltage, 83 


E 


Eccles-Jordan trigger circuit, 68 
Effective value, 16 
Equivalent circuit, 50 


F 


Feedback amplifiers, 58 
Filters, capacitance, 86 
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Filters, capacitance input, 39 
choke input, 89 
inductance, 87 
inductance-capacitance, 88 
resistance-capacitance, 90 
Frequency, 11 
cut-off, 76 
half-power, 56 
Frequency distortion, 54 
Frequency response, 56 


G 


Gain, 51 
Gaseous tubes, 45 
Gate circuits, 67 


Sm: ** 


H 
Half-wave rectifier, 77 


I 


Impedance, 25 

Impedance matching, 58 
Integrating circuit, 40, 61 
Interference reduction, 120 
Inverse voltage, 81 


K 
Kirchoff's Laws, 7 

L 
Limiter, 61 
Linear operation, 50 
Lissajous figures, 101 
Load line, 48 

M 


Matching, impedance, 58 


N 


Negative feedback, 58 
Negative resistance, 45 
Nomenclature, tube circuit, 47 


O 


Ohm’s Law, 6 
Operation, quiescent, 48 
Oscilloscope, 97 
Overdriven amplifier, 63 


r 


Parallel circuit, 26 

Peak value, see maximum value 

Peaking circuit, 40, 61 

Pentode, 45 

Period, 11 

Phantastron, 73 

Phase angle, 10 

Phase distortion, 53 

Pick-up, 99 

Polar representation, 31 

Plate-coupled multivibrator, 70 

Potential, 6 

Power, average, 17 
instantaneous, 17 

Power amplifiers, 54 

Power supplies, 77 
voltage-regulated, 91 


Q 


Q, 54 
Quiescent operation, 48 


R 


Ratio, impedance, 58 

Reactance, 25 
capacitive, 24 
inductive, 22 


Maximum value of a sine Wave, 10 Rectifiers, 77 


Metallic-oxide rectifier, 82 
Mho, 9 
Multivibrator, 68 


bridge, 80 
copper-oxide, 82 
full-wave, 78 
half-wave, 77 
metallic-oxide, 82 
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Rectifiers, selenium, 82 
Regenerative feedback, 58 
Regulations, of a power supply, 89 
Regulator, voltage, 91 

Relays, 107 

Relay characteristics, 108 

Relay contacts, 108,121 

Relay holding contacts, 123 

Relay enabling contacts, 124 
Resistance, 6 


plate, 44 
Response of amplifiers, 56 
Ripple, 85 
Rotating vector, 11 
rn, 44 


rms value, 16 


Scope, 97 

Screen, grid, 44 

Selenium rectifier, 82 
Sensitivity of oscilloscope, 98 
Series circuit, 8, 24 
Shaping circuits, 61 
Shunt-peaked amplifier, 57 
Sine wave, 10 

Space charge, 41 

Square wave response, 38 
Stabilizer, voltage, 96 
Stepping switches, 125 
Stray pick-up, 99 
Suppressor grid, 45 
Synchroscope, 104 


Tetrodes, 44 

Thyratron, 46 

Time constant, R-C, 37 
R-L, 36 

Time constant chart, 37 

Transconductance, 44 

Transformer-coupled amplifier, 58 

Transients, 35 

Trigger circuits, 68 

Triodes, 41 

Tube coefficients, 42 

Tuned amplifiers, 54 


U 
a 
Universal time constant chart, 37 
Vv 


Vector, 10 

Volt, 6 

Voltage, inverse, 81 
Voltage divider, 97 
Voltage doubler, 83 
Voltage gain, 51 
Voltage regulator, 91 


W 


Watt, 17 
Waveforms, observation of, 97 
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